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GOOD WOMAN DEAD 


'V 


Wrs. Mary Menefee Died Late 
Friday Afternoon. 


FUNERAL THIS AFTERNOON. 


The Rev. J. M. Rudy Wilt Co nduct the 
Buriat Services at the First 
Christian Church. 


I 


Jilrs. 
-Mary K. Menefee, 
ugtnl 0Î 
y ears, and o ne o f the mo st arduo us 
-.vo rkers o f the First Christian church, 
died o f chro nic liver tro uble, with 
which she had been afflicted fo r sev­ 
eral mo nths, at her ho me, 518 So uth 
Lamine street, at 5:15 o 'clo ck Friday 
afterno o n. 
She is survived by the fo llo wing 
children: 
Mrs. Geo rge Ho bso n # aud 
Willis Menefee. o f Albia, la.; Grant 
Menefee» o f Cushio n» Ok., and Mrs. 
Anna McClinto ck, o f Stillwater, Ok. 
Funeral services will be co nducted 
a t the F irst Christian church by the 
pasto r» Rev. J. M. Rudy , at 2 o ’clo ck 
this afterno o n, interm ent being made 
in the city cemetery . Pro f. 
Farris 
will have charge o f the music. 
The active pall-hearers, as fo llo ws, 
are members o f Mrs Menefee’s Sun­ 
day scho o l class, which will aUend the 
funeral in a bo dy : 
Earl and Co urt­ 
ney Stevenso n, C. L. Ro ark, Fred 
Teubner, Dr. Fletcher Carter and Dr. 
D. J. Lo uf^^^o w^ 
The ho no rary pall-bearcrs are as 
fo lio w's: 
J. W. McClain, W. M . Her- 
o ld, W. O. Terry , Ro bert W. Griffith, 
A. J. Bo wman and Ro bert Van Ho o k. 
Mrs. Menefee w^as a Christian wo ­ 
man In all that the term implies, kind, 
genero us 
and ever 
labo ring in tae 
M aster's cause, and the news o f bar 
demise was so rro wfully received by a 
legio n o f friends. 


Mrs. Jo hn Butler into the circle. 
Af­ 
ter 
the 
meeting 
the 
do o rs 
were 
thro w’ll 
o pen and a so cial sessio n 
held. 
A select musical pro gram was car­ 
ried o ut, fo llo wed by the serving o f 
refreshments o f ham, beef, salads, 
co ffee, pickles, cake and o ther su» > 
stantlals and delicacies, and after the 
supper the y o ung fo lks engaged in a 
dance. 
^ 
Abo ut o ne hundred and fifty guests 
attended the affair, all returning ho me 
at a late ho ur delighted with the even- 
ing’.s amusement, which was so suc­ 
cessfully arranged and carried o ut 
by the 
fo llo wing 
co mmittee: 
Mrs. 
M. W. Clingenpeel, Mrs. Jo hn Hay es 
and Mrs. David Watso n. 


G ob TO ST. LOUIS 


Mr. Fred L Young Is Trans­ 
ferred from Sedalia. 


HE IS GENIAL CLAIM AGENT. 


Will Be Succeeded Here by C. 
Ho gue, Who Co mes Fro m Iro n 
Mo untain, at Mo nro e, La. 


CONTRACT CLOSED IS IT 


Louis iames Leases Liberty 
Park Ball Grounds. 


5 PER CENT GROSS RECEIPTS 


— 
^ 


Sedalia Will Have a Misso uri Valley 
Club Next Year, Unless All 
Signs Shall Fail. 


F. L. Yo ung, claim agent fo r the 
Misso uri Pacific, w’ith territo ry extend­ 
ing fro m Sedalia to Kansas City , and 
including the L. & S. divisio n, R i\er 
ro ute and Lexingto n branch, has been 
transferred to St. Lo uis, and, aftei 
December 1st, at which time the trans­ 
fer takes effect, will have charge o f 
territo ry o n the Iro n Mo untalil s\ s- 


tem. 
Mr. Yo ung has been wdth the claim 
department o f the Misso uri Pacific 
fo r five y ears, and fo r the past eight 
mo nths has been lo cated in Sedalia. 


Chas. F. Ernst, president o f the 
bo ard 
o f park 
co mmissio ners 
and 
chairman o f the privilege co mmittee, 
y esterday clo sed a co ntract with l^u is 
Janies, o f Kansas City , fo r the lease 
o f the Liberty park ball gro unds fo r 
the seaso n o f 1907, with the under­ 
standing that he is to place in this 
citv a team in the Misso uri Valley 
league. 
Mr. Ernst’s co ntract pro vides that 
in co nsideratio n o f the use o f the ball 
gro unds Mr. James is to pay o ver to 
the park bo ard five per cent, o f the 
gro ss receipts at the gate and grand 
stand, which fo r the seaso n o f 140 
games will fo o t up a very snug sum. 
Just w’hat cities will co mprise the 
Misso uri Valley league circuit has no t 
y et been determined, but a meeting 
will be held in the near future to de­ 
termine upo n the circuit and arrange 
the schedule fo r the 1007 seaso n. 
Sedalia had Just as go o d a quality 
o f ball while in the o riginal Misso uri 
Valley league as she did aftenvard 
in the W estern asso ciatio n, and tim 
chances are that Mr. .Tames will ha\e 
o ne o f the best pay ing teams in the 
circuit the co ming seaso n. 
Dr. D. M. Shively , president o f the 
W estern 
Asso ciatio n 
o f 
Baseball 
Clubs, was in Webb City a co uple o f 
davs ago . and had a “fanning bee ’ 
with a number o f Webb City fans. Ho 
also lield a sho rt baseball co nference 
with the sto ckho lders o f the Webb 


Pure fo o ds y o u want—certairdy ? 
—then 
y o u are 
abso lutely safe 
here—the hightisi; pi iced sto re in 
to wn—but pure. 
WOULD YPU 
like a nicely dressed duck, chick­ 
en, turkey , go o se, fry er, ro aster, 
o r so me real fresh o y sters fo r 
raw', stew o r fry . 
PERHAP8 
y o u 
like celery . 
lettuce, cucum­ 
bers, to mato es, cauliflo wer, spin­ 
ach, parsnips, sv/eet po tato es. 
COFFEES 
and Teas. We are the o nly agents 
fo r Chase and Sanho n’s go o ds in 
Sedalia—try them. 
HICKS 
The Gro cer, 


$365 ON A TRUNK. 


Former Sedalian Is Said to 
Owe This Sum. 


A READING BY MISS APPLEBY 


J. M. Fleming, Who Fo rmerly Ran a 
Train Out o f Here o n the Katy , 
But No w o f Parao ns. 
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XRIS BANK do es 
a g eneral bank­ 
ing buslr ess and so ­ 
licits the acco unts o f 
co ruo ratio ns. firms 
ana indiv iduals^ 


A. 


The Rev. .T. M. Rudy y esterday paid 
the fo llo wing fribute to Mrs. ilenefee 
in his church paper, “Onward: ” 
Mra, Menefee was a remarkable wo ­ 
man in many way s. Her spiritual in­ 
sight and discernment were mo re o f 
the nature o f an intuitio n. She was 
sensitive 
to qaaUa« » 
o f character. 
The pure in heart shall see Go d, true 
indeed, but the pure in heart shall ¿tee 
man also , and she co uld lo o k deep 
do wn into the heart. Tho se who are 
pure lo ve the pure and thcfee who are 
ho ly lo ve the ho ly . 
Mrs. Menefee was dearly lo ved by 
the pure in heart and ho ly in life. 
^f^iA» -her tender pray ers will be mlss- 
ar ed. So deep and stro ng was the cur- 
y lent o f her spiritual life that she car­ 
ried many willing so uls alo ng with her 
to ward 
Go d—and therefo re to ward 
go o dness. A stro ng y o ung man with 
tender feeling in his vo ice said a few 
day s since: 
**W^6ll, if It bad no t bi;6 ii fo r Mrs. 
Menefee I wo uld never have been in 
A the Sunday scho o l.” This was a mem- 
i 
her o f that no ble band, class No . 10. 
J 
And ho w they lo ved her. She entered 
jo y fully and sy mpathetically Into their 
y o ung lives. She was their friend and 
co unsello r. 
Feeling that she wo uld never live 
to see ano ther Lo rd’s Day , the pasto r 
asked her: 
;W hat message shall 1 
give 
y o ur class 
Sunday mo rning? 
She replied, tho ughi'aiiy , “Tell them 
to all stay to gether; to wo rk hard; 
to do all the go o d tlisy can and to be 
true Oiristians.” V. t.at a great, go o d 
wo rd fro m her very heart o n the last 
Big ht o f her life o n earth. Her co n­ 
stant: pray er was fo r the co nversio n .of 
all her “bo y s and girls” as she affec­ 
tio nately called them. To live in 
hearts we leave behind Is no t to die. 


CAPITAL OF $60,000. 


He is o ne o f the best liked men cm- 
nlo y ed at the lo cal Misso uri Pacific j City asso ciatio n. 
.............i.s „ 
nf frieuds. wh-j 
lu ius g o ssii* tf. tlic faiis. Preside it 
He will no t i Shiv ely stated that he had already 


here 
, co mpleted i.he eft'ieial averages o f the 
play ers and that they wo uld be made 


o ffices, with a legio n o f friends, 
regret to see him leave, 
remo ve bis family fro m 
spring. 
I public sho rtly 
C. 
F. Ho gue, claim agent fo r the! ppiy ^vhite, the o ld-time Sedalia 
Iro n Mo untain, with headquarters at j favo rite, led the Webb City team with 
t . , „ o ,,.,.. Mr. v o .„ , 


Irby , who play ed the last two weeks 
with the Jo plin club in right field, 
led the league In batting, his averag 
being abo ut ^80. 
The strength o f the pitching co rps 
o f the league is sho wn w.aen It is an 
no unced that there were o nly seven 
batters in the league abo ve the 300 
mark. 
, 
It is also anno unced o n uno fficial 
A so cial that will be o f mo re than j j^^jj^^rity that the Webb City club has 
o rdinary interest is being arranged Lgpg,ved an o ffer o f $ 750 cash fo r the 
by the ladies o f the side degree co m- release o f “Dutch” Po rko nev, rated as 


— 
« > " « ■ > - 
c » » . . NO. 


the o ffer will be accepted o r no t. 


is succeeded at Mo nro e by ^a claim 
agent fro m De So to , Mo . 


A MYSTERIOUS SOCIAL 


Interesting Entertainment Being Ar­ 
rang ed by the K, and L* o f 8, 


Sedali^ Wo o len Milla Co . Will Vo te o n 
It D ecem ber 3d. 


\ 


the 


A meeting o f the Sedalia Wo o len 
Mills co mpany is to be held o n Mo n­ 
day , December 3d, to vo te upo n the 
p ro ^ ltio n o f increasing the capiUl 
Sto ck fro m $ 30,000 to $ 60,000. 
■ 
Mr. F. F. Hugleman, superintendent 
o f the co mpany , stated to the Demo - 
IM srat y esterday that the pro po sitio n 
W w o uld undo ubtedly carfj'. in which 
event the present capacity o f 
Tj plant wlU be do ubled. 
r 
“We are simply swamped with o r­ 
ders " said Mr. Hugleman. "and o n the 
o ccasio n o f a recent visit to S t Lo uia 
r was co mpelled to turn do wn o rders 
that parUes decired to place with the 
co mpany -'* 


h eld a SOCIAL SESSION. 


Queen City Gro ve No . 1, Wo o dmen 
Circle, Friday Night. 


‘ Queen City Wo ve No . 1. Wo o dmen 
■ircle, met Friday night and initiated 


HAD FAINTING SPELL 


Miss 
May me Hunter Did While at 
Wo rk Saturday . 


_ 
53. 
K n l^ts and Ladies o f. Security , to 
take place in the R. T. o f J. hall next 
Friday evening. 
Besides the usual musical pro gram, 
there will be a mo ck initiatio n, in 
which o ne o l tne gentlemen o f the o r­ 
ganizatio n will be used as the subject, 
and that he will in tne future be able 
I 
May me 
Hunter, 
telepho ne 
to go thro ugh any o rdeal witho ut fear. 
while o n duty at the Bell 
go es witho ut say ing. 
telepho ne o ffice* at 9 o ’clo ck Saturday 
There will also be a Katzerjammer I 
was slezed with a severe 
Castle, a French candy kitchen, a j.^Jnting spell and rendered unco n- 
trip to the no rth po le and vario us 
I 
o ther amusements that 
be laugh* I 
w. j. Ferguso n was summo nea 
able in the extrem e. The evening I 
revived the lady , later remo ving 
will 
be clo sed with dancing and re-1 
May wo o d ho spital, where she 
freshments. 
] will be co nfined fo r so me time. 
Later in the day a repo rt fro m the 
bedside o f the patleht was that she 
was slightly impro ved, altho ugh very 
Yvealc 
This is the seco nd attack Miss Hun 
ter has had recently , the latter, ho w 
ever, being the mo st se’^ere. 


J. M. Fleming, a fo rmer resident 
o f Sedalia, at which time he ran a 
train o ut o f lie^e o n the M., K. & T., 
but fo r several y ears past y ardmaster 
at Parso ns fo r the Katy , is thus writ­ 
ten o f in a Parso ns dispatch: 
In the baggage ro o m o f the Katy 
depo t is a trunk. 
There is no thing 
remarkable in this fact, fo r it is o nly 
in o rdinary can\*5is co vered trunk, 
and many like it are in the same 
ro o m every day . 
In fact, it is so much like o ther 
riinks that it wo uld be passed by awl 
no attentio n paid to it, if seen with­ 
o ut the y3 4 5P|ti% g sto rj\ abo ut it be- 
ng kno wn. 
But the remarkable fact abo ut this 
runk is that there is a sto rage charge 
against it o f f365. That amo unt o f 
mo ney wo uld pay fo r a great many 
runks like this o ne. and sto ck them 
all W’ith go o ds like this o ne co ntains, 
as it is filled with the o rdinary clo thes 
and to ilet articles which travelers can 
ry while o n a jo urney . 
The trunk is the pro perty o f J. M 
rieralng, and it was put in the bag­ 
gage ro o m way last April. Mr. Fleni- 
ng w’as keeping it in trust fo r his so n, 
who mo ved away at that time. 
The so n never sent fo r the trunk, 
and Mr. Fleming left it in the statio n 
waiting fo r further o rders. The o ther 
day he w'as Info rmed that there was u 
sto rage charge against the trdnk o f 
$ 365. 


THEY PLAYED “500. ” 


W. T. Hutchinso n, Pres. 
Jo hn T. Crawfo rd, Vice-Pres. 
Wm. H. Po well, Cashier 
R. P. Harris, Asst. Cashier 
Citizens’ Natio nal Bank 


8E7DALIA, MO. 
I 


Uuitded States Depo sito ry . 
’ ' 
' j 
Capital Sto ck $1 0 0 ,0 0 0 .0 0 
Surplus and Pro fits $99,0 0 0 .0 0 
With abundant means and unsurpassed facilities the Citizen’s 
Natio nal Bank extends^to depo sito rs every pro per 
and co licits new' aco unts. 
acco mmo datio n 


DIRECTORS. 


S. P. Jo hns. J. D. Crawfo rd, Geo . R. Shively , W. 
Grant Crawfo rd, Wm. H. Po well. 
T. 
Hutchinso n, 


GAVE HIM FIFTY YEARS. 


Negro Who Was Arrested In Sedalia 
Fo r Murder. 


Albert Whiteside, co lo red, 
I C C P n iin DEATH IN FAMILY 
a plea o f guilty lu the circuit co urt at 
Bellevine, 111., Friday afterno o n to a 
n.uo hter 
charge o f murder, and was given 
sentence o f fifty y ears in the Chester 
I 
Tho mas Gilliam, 
penitentiary by Judge Ho lder. 


o f 
Mr 


Whitçside sho t and killed William | 
Uttle Margaret 
_ 
Gilliam, the five- 
i,eitschuh white in a 
in'Ea$ t I y ear-o ld daughter o f Tho mas Gilliam 
St. U>uis,May 3i, 1903, during a 


^H e escaped but was indicted by the co ugh at her parents’ l“>me j u 


rested a sho rt time ago In Sedalia by jnlgliL 
mnducted 
Chief Bo ullt and Officer Redman, and j 
Funeral services wih^be co n^ 
returned to Belleville. 


West End "500” Club. 


fro m the residence by Rev. J. F. Cas­ 
key , pasto r o f the Fifth street M. B 
church. So uth, at 2 o ’clo ck this after 
no o n. Interment will be in the citj 


A re o u g e ttin o in te r e s t o n y e u r 
m o ney ? If n o t why n o t? 
A savio go Acco unt with us will draw in­ 
terest fo r y o u. We pay three per cent in­ 
terest o n any sum fro m o ne do llar up in 
o ur Savings Department and y o n canwitii- 
draw o r depo sit at any time witho ut no tice. 
Call and let us ezplahi, 
SEDAktA TRUST COMP’Y 


1 KILLED; 16 HURT. 


A^^eight Car Crashes Into An 
Electric Car. 


THEATER PARTY IS CAUGHT. 


Mrs. O. M. Barnett'Entertainad Friday 
< 
And Saturday . 


Mrs. J. Emmett. Hurley was ho st^s cemei^eix 


Po ur W bl,. o l plajcf. were « lo d and p u t lo w ■o o o ll'S 
IP dmrlballPS a> brt.» M l» 
„ „ p 


iT r / r - M o u p r r r ™ u , r 
r 
IdbCb . » 
.e m d « 
the ho o to fifl. 


At Mrs. O. M. Barnett’s “500” party 
Fridnv afterno o n, co mplimentary to 
her sister, Mrs. H. M. Metcalf, o f Kan­ 
sas City , and co usin. Miss Elsie Camp­ 
bell, o f Edina, Mo ., Mrs. W. H. Rey ­ 
no lds wo n the married ladies’ prize, 
a beautiful Venetian glass bo wl. Miss 
Ada Stanley wo n the y o ung ladles 
prize, a lo vely Venetian glass vase, 
while the co nso latio n prize, a pretty 
Jardiniere, went to Mrs. Jo hn Mene­ 
fee jr. Mrs. Barnett served a deUfr 
io ns menu o f chicken salad, po tato 
chips, o lives and strawberry Ice, the 
co lo r no te o f pink being carried o ut as 
far as po ssible. 
Saturday 
afteftio o n 
Mrs. Barnett 
entertained 
fo r the sam? ladles at 
euchre, the prizes being awarded as 
fo llo ws; 
First prize, Venetian glass 
vase, Mrs. F. M. Fulkerso n; seco nd 
prize, cut glass nappie, Mrs. J., A. 
Lamy ; co nso latio n prize, a ro se vase 
Mrs. Arthur K-ihn. The ho stess serv­ 
ed chicken salad with whipped cream 
po tato chips, o lives and strawberry 
Ice. 


“Bud” Shepard Sello Out. 


Jo hn P. Bro o ks, o f Smlthvllle, Mo 
Saturday purchased fro m I. A. Shep* 
ard the livery stable at 218 So uth 
Osage street and assumed charge 
o nce. 


The Unfo rtunate Paso cngero Were o n 
Their Way Fro m Po ntiac, Mich., 
To Detro it, Mich. 


ed a letter fro m the no ble grand o f 
Laclede lo dge No . 22, I. O. O. F., at 
St. Lo uis, info rming him o f the death 
o f Herman Casto n, a fo rmer Sedalian. 
who died in the Mo und City Thurs­ 
day , aged 79 y ears. 
The 
members 
<^f Prairie Queen 
lo dge No . 25, T. O. O. F., will meet 
the bo dy at Misso uri Pacific train No . 
1 to day and co nduct the bjijial rites 
o f the lo dge at the city cemeterY| 
where the interment will take place: 


WILL KEEP OPEN HOUSE. 


Russell Camp No . 2065, Mo dern Wo o cL- 
men o f America. 


Teleg rapho ro Want Mo re Pay . 


PetiUo ns fo r a raise o f 10 per cent 
In the wages no w paid to Western 
Unio n o perato rs are so o n to be cir­ 
culated amo ng the 100.000 o perato r. 
emplo y ed 
thp co mpany . 


Detro it, Mich., No v. 24.—Miss Har- 
riette Harger, o f Po ntiac, was killed 
and sixteen o ther perso ns injured, ear- 
y to day , when an electric freight car 
crashed into the rear end o f a subur­ 
ban electric car near Birmingham. 
The passenger car was a theatre 
car bo und o ut to Po uUac fro m Detro ii: 
and was well filled. 
It was struck with terrific fo rce 
by a freight car which was descending 
R steep grade at a h i^ speed. 
The freight telesco ped the passen­ 
ger ear fo r two -thirds o f its length. 
It is believed all o f the injured wilt 
reco ver. 


SENT UP FDR TEN YEARS. 


Frank Jo ne. Write* a Letter to Judg e 
Geo rge F. Lo ngan# 


Judge Geo rge P. Lo ngan Saturday 
received a letter fro m a priso ner at 
the Mlsfxmri penltenOary . signing his 
name “Frank Jo nes," who was sent 
up fo r a term o f ten y ears fro m Pettis 
co unty ,' while Jludgo 
lo ngan was 
Judge o f the circuit co urt, asking him 
to intercede In his behalf and have 
him released fro m the penitentiary , as 
he had served ten mo nths in the Pet­ 
tis co unty Jail while awaiting trial. 
The priso ner asked that the ten 
mo nths 
be deducted 
fro m his sen­ 
tence o f ten y eai^ wMch, sho uld it be 
do ne, wo uld resnlt la hi* being liber- 
ftted so o n. 


Geath o f a Fo rmer Sedatfan. 


The members o f Russell camp No . 
2065, Mo dem Wo o dmen o f America, 
who ^e entertainments o nd so cial se§ - 
sio ns are alway s a success in every 
particular, will ho ld aL o pen ho use to 
the members o f the o rder, their wives 
and sweethearts, ami the mem|/ers o f 
the auxiliary —the Ro y al Neighbo rs— 
at the hall at Seco nd and Ohio streets 
to mo rro w night. 
The fo llo wing select pro giam will 
be rendered: 
, 
Opening Address—Jo hn Z.*^irduer. 
Vo cal So lo —Miss Grace Carman. 
Residing—^Miss Helen Go o dy ear. 
Piano Selectio n—Miss Ethef Lndo - 
raann. 
Reading—Iffiss Grace tMwis 
Address—^Rev. R. C. MRler. 
In additio n to the abo ve nuiuhers, 
it is pro bable that several additio ns to 
the pro gram will he made wheu the 
cro wd assembles. 
After the renditio n o f the nnmberi, 
refreshments o f ham and ^bec^ sand^ 
wieh^, o lives, pickle» , co ffee^ cakes 
and Ices will he served. 


A L m e Girl's Birthday . 


Dr. Wv T. *rho mat Saturday recciv- 


Mrs. Do n Reeves, o f 1101 E a^ WittM 
street, gave a party y esterday aftmr- 
no o n in ho no r o f the fifth birthday o f 
her pretty little danghter. Margnerlte. 
Games o f vario us Muds were play ed^ 
and fo r pinning the tail o n the do nk« 
little Miss Clare Slagje was given a 
CUD and saucer. Mrs. Reey ea served 
ice cream 
and cake to the twelve 
guests present. 
j | 


-i ■ • 
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Sed alia Democrat 


O W BBBIBS, 
mmUliÊh eû 1888. 
NEW d EBlES, 
tiiuiigiirateiS 1891. 


D a ily E x c e p t 8 a t o r a a y 


^EdaltE Democrat Com pany 


city. Rochester, N. Y., is on e of the 
latest of the n orthern cities to embark 
on an ad v ertisin g campaign . 
Roches­ 
ter was in corporated in 1834. 
At the 
last cen sus it had a population of 
162.608. Its list of man ufacturin g con ­ 
cern s show that the city has twen ty 
Hour mills, $3,000,000 in v ested in the 
man ufacture 
of 
clothin g, 
almost 


AMUSEMENTS 


W . 
G R A H A M . 
P . B. S T R A T T O N I 
t f a a . a n d M an aK er, 
E d ito r. 
tW M . H . P O W E L L , V lc e -P ra i. 


TBBMLB o f SDBSORIPTIOH. 


T o O lty S ttb e c rlb e n 
fla lly « U ia llv a r8d . . . 
...........4 6c p e r m o n to 
B y M aU. P o atftg e P r e p a lt 
D a lly o a a y e a r . . .................................................... S 
D a ily , a ix m o n tlit 
....................... 
r g 
Daily ,three mon tili 
............. 
« 
D a lly , o n e m o n th............. 
- JS 
• u d a y D e m o c ra t, on # y e a r ......................... \ w 
W a a kly e d itio n , o n e y e a r . . ........................... * 
W a a kfi e d itio n , lix m o n th « 
......... 
w 
A ll « lib ic rip tio n « p a y a b le In a d v c n c e . 
d .id r e s s a S c o ffiin un ic a tio n i o n b uiln e e e , 


• * ^ * | W “ Ì)ÌMOCKAT, PEDALIA.MO. 


Sed alia certain ly has much to be 
than kful for this year, an d ev erybod y 
should be mad e to realize the fact 


n ext Thursd ay. 


Next 
year 
Presid en t 
Roosev elt 
should make an automobile tour of 
this coun try, an d then he will realize 
that we n eed good road s a great d eal 
more than we d o a ship can al. 


$2,000,000 in boot an d shoe factories, 
an d scores of other in d ustries employ- j 
in g thousan d s of workmen . 
Despite j 
all this its en terprisin g people hav e j 
d ecid ed to en ter upon a campaign j 
that is boun d to make Rochester a 
greater an d a better city. 
W hat an 
in spiration for the town s of the great 
Southwest! 


The election is ov er an d there is n o 
politics in this fin an cial item prin ted 
in the papers un d er a New York 


E v ery N ight 


T H E i n C E N T 
B IG 
I I I S H O W 


No Extra for Reserv ed Seats 


Matin ee Tod ay (Sun d ay) 


Performan ce Ton ight 


T b s T w o O r p h a o s 


10 
N O 
i n & N O 
M O R E III L E S S 
SEATS NOW SELLING 


silk hose, wen t to Miss Floren ce Po- 
teet. Miss 
Emison 
Wood won the 
ruest prize, a lov ely framed picture. 
Grape 
juice was 
serv ed d urin g the 
ev en in g, an d after the game Miss Jol­ 
ly, assisted by her mother, Mrs. Will 
Jolly, 
serv ed a d elicious 
men u of 
chicken 
croquettes, 
Wald orf 
salad , 
pickles, potato chips, oliv es an d cof­ 
fee. 
Miss Grace McKen zie will he the 
hostess for the club this week. 


d ispatch head . 
It seems, says an ex- M o n d a y E v e n in g , 
N o V . 
2Ó 


Missouri could d ouble its presen t 
population an d support the in creased 
n umber comfortably on its surplus 
prod ucts. It could , says an exchan ge, 
d iv id e its farms ami feed an d main ­ 
tain a population of 10 million s. 


No town can 
grow 
an d 
prosper 
merely upon the proQts citizen s make 
of each other. 
There must be 
trad e ter- 
off 
growth In in d ustries an a 
ritory. 
Sed alia shoui.l work in both 
d irection s. 
In crease the d eman d ler 
Sed alla-mad e good s an d en large the 
city’s trad e territory by good road s 
an d in terurban railroad s. 


High prices are n ot an ev il if they 
come n aturally in accord an ce 
with 
the law of supply an ti d ein acd . 
Lui 
when high prices .are mad e arltltiary 


chan ge, that the Fren ch ban kers are 
loan in g mon ey on stock exchan ge col­ 
lateral in New York at 6 an d 7 per 
cen t. 
New York ban kers sought to 
stop this by obtain in g gold from the 
Fren ch ban ks, but Fren ch people are 
operatin g un d er the bimetallic stan d ­ 
ard an d the ban ks met the run on 
their gold supply by ten d erin g silv er, 
an d the run stopped short. 
Had 
Grov er Clev elan d ord ered Secretary 
Carlisle to hav e d on e this when the 
raid s were mad e on the fed eral treas­ 
ury a few years ago there would 
hav e been n o bon d issue an d n o pan ­ 
ic. 
The Fren ch hav e tis skin n ed a 
block in fin an cial m atters. 


SAM S. an d LEE SHUBERT, (In c.)J 


offer 
Virniia 
Harned 
in 
The Love Letter 


A comed y in three acts, by 
Victorien Sard ou 


Prices: 25c, 50c, 75c, 
I1.50 
Box seats $ 2.00 


It remain s to be seen if Sen ator 
Cullom will be successful with his 
measure takin g the tariff issue out 
of politics. 
If all such question s in 
which the con sumers are alike in ter­ 
ested could be taken out cf politics 
an d left to a n on -partisan commission 
to settle, an d settle rightfully, whai 
a gran d , glorious, 
satisfied people 
we’d be. 
Nothin g to fight ov er hue 
the spoils. 
Thin k of it. 
This on e 
W'an ts office an d (hat on e wan ts office 
—n ot to scrap ov er an d retard legis- 


Carriages called at 10:30 


lation because it will^ in jure on e fei- 
low an d 
ben efit 
an other—n o, jusc 
w’an t the'hon or of official life an d — 
the salary. 
Would n ’t it be gran d ! 
bv legal en a ctm en ts which en ab le on e qj. j«. ^ ^ pipe d ream?—Win d sor Hc- 
extort 
tribute 


tlmlus J. Han n a, man ager of the board 
of 
lectureships. 
Church 
of 
Christ, 
Scien tist, Boston , Mass. 


In Mad Chase, 


Million s riish in mad chase after 
health, from on e extreme of fad d ism 
to an other, when , If they would on ly 
eat good food , an d keep their bowls 
regular with Dr. Kin g’s New Life 
Fills, their troubles would all pass 
away. 
Prompt relief an d quick euro 
for liv er an d stomach trouble. 25c at 
Mertz & Hale’s d rug store; guaran ­ 
teed . 


He’s Now Able to Sit Up. 


class 
of 
men 
to 
from other classes, they are d ead en ­ 
in g to real prosperity. 
In the case 
the mon opolies in this 
of 
coun try, 


which, bein g fav ored oy law, can fi.v 
their own prices ind ep en dent o£ com­ 
petition , they are as much the en emy 
of real prosperity as is the highway- 
up an d takes 
man who hold s men 
their purses. 


“The on ly way I thin k of return - 
In g than ks," said a famous writer a 
few d ays ago, "is to humbly bow the 
head an d ask G ol to forgiv e you for 
makin g such a hog of yourself, while 
a lot of your fellcw creatures are 
cold an d hun gry.” 
An d really, says 
the Lamar Democrat, we thin k h es 
about right. 
Blowin g yourself for a 
gran d feed an d eatin g un til you are 
sick may show that you en joy what 
you’v e got, an d In that way you may 
Jeel 
that 
you're 
return in g than ks, 
in fact, that's ab m t the ouiy way we 
can figure out the mod ern Thauksglv - 


in g holiday . 


- There must be somethin g reliably 
scien tific in it when the board of 
health of both Chicago an d Cln cln n a- 
U an n oun ce on the same d ay that 
a result of ov ercrowd in g the street 
cars are spread in g the germs ol ty­ 
phoid fev er, tuberculosis, malaria an d 
other 
d 
i 
s 
e 
a 
s 
e 
s 
. — Post-Dispatch. Se­ 


d alia can set the pace for these ov er­ 
grown cities of the effete east in the 
m atter of germ proof street cars. An y 
germ that would tackle on e of the 


S e d a lia cars, un less fitted out witii 


o v e r c o a t, muff an d ov ershoes, would 
be 
rash in d eed . 
Pure fresh air Is 
the latest treatm en t for tuberculosis, 
an d the Sed alia cars furn ish 
all the 


air 
an y patien t n eed s. 


v iew. 
But who will choose the men 
Vkh o are to select the men ihers oi 
the tariff commission ? 
If the selec- 
uon is left to the special in terests 
which hav e so lon g con trolled the 
gov ern men t, the commission would he 
a farce. 
The tariff question will he 
taken out of politics on ly when peo­ 
ple cease 
to protest 
again st bein g 
held -up an d forced to pay tribute to 
the fav ored class that n ow en joys 
“protection ,” or when greed is d ead . 


H ie presen t Is pre-emin en tly an age 
of ad v ertisin g. Prin ter’s 
ink is relied 
upon for publicity of ev ery kin d an d 
description. 
Skilled ad v ertisin g men 
are d rawin g salaries that on ly a few 
years ago would hav e been con sid ered 
fabulcus. As high as $5.000 has been 
paid for a sin gle ad v ertisemen t in 
on e publication . 
Million s of d ollars 
are an n ually spen t with n ewspapers 
an d period icals an d the amoun t grows 
larger with 
each 
succeed in g year. 
On e of the latest d ev elopmen ts, says 
the Den ison Herald , is the wholesale 
ad v ertisin g of cities in all parts of 
tlie o iin try . The ad v an tages, resour­ 
ces a id other opportun ities are in- 
\ i t l n i v stated an d p d ^ le are urged 
lid cist tjieir lot with that 


IX is much easier to tell the bad 
than the good about person s, says 
W alter Williams in his “East Win ­ 
d ow” chat in the Columbia Herald . 
It is n ot stran ge that the n ewspapers 
record so much ev il an d so little 
good . 
It is far less d ifficult to write 
as it is to speak of some wTon g d eed 
than of the man y good acts of the 
in d iv id ual. 
If the best man in this 
fair town committed assault the n ews­ 
papers would publish.the crime in ev - 
er>' d etail. 
The best man might re­ 
main the best man for years an d the 
n ewspapers n ev er i*ecord it un til af­ 
ter he WMS d ead . If they had written 
It their read er.? w’ould skip the col­ 
umn which had accoun t of the fel­ 
low’s v irtues for the n ames in the 
police court proceed in gs. 
The world 
is more good than ev il, howev er much 
the av erage man cares for in e record 
of 
the bad n ess 
an d howev er 
the 
bad n ess is easier to relate. 
There 
are more shin in g 
places 
than the 
spots on the .sun . 
There’s a bit of 
blue sky behin d the cloud somewhere 
an d n o man is wholly bad . 
It is a 
priv ilege to thin k of this when we 
re a - the n ewspapers 
or 
when w'e 
hear the con v ersation of the men who 
pick flaws an d fin d specks. 


Stev e 
Con n or, 
who 
for 
.sov ern l 
weeks has been laid up at his home 
at Shackelford with fev er, is gettin g 
alon g v ery n icely, accord in g to in for­ 
mation 
receiv ed 
yesterd ay 
by 
his 
brother. J. H. Con n or, an d is n ow' able 
to sit up. 


A Fearful Fate. 
It is a fearful fate to hav e to en ­ 
d ure the 
torture 
of piles. “I can 
truthfully say,” writes Harry Colson , 
of Mason v ille, la., “that for blin d * 
bleed in g, itchin g an d protrud in g piles, 
Bucklen ’s Arn ica Salv e, is the best 
cure mad e.” Also best for cuts, bums 
in d In juries. 
25c at Mertz & Hale, 
d ruggists. 


Strayed 
or 
Stoien —Scotch 
collie 
d og fiv e mon ths old ; sable color, with 
white collar an d four tv hlte feet. Re­ 
turn to W. H. Ramsey for reward . 


How*« This? 


We offer On e Ifun d red Dollars Re­ 
ward for an y case of catarrh that can ­ 
n ot be cured by Hall’s Catarrh Cure. 
We, the un d ersign ed , hav e kn own 
p. J. Chen ey for the last 15 years, an d 
believ e him perfectly hon ortable in all 
busin ess tran saction s an d fin an cially 
able to carry out an y obligation s mad e 
by his firm. 
P. J. CHENEY & CO., Toled o, O. 


Wald in g. Kin n an & Marv in . 
Wholesale Druggists, Toled o, O. 
Hall’s Catarrh Cure is taken in ter­ 
n ally, actin g d irectly upon the blood 
an d mucous surfaces of the system. 
Testimon ials sen t free. Price 75 cen ts 
per bottle. Sold by all Druggists. 
Take Hall’s Family Pills for con sti­ 
pation . 


I N S U R E W I T H 


S^>4GfJ 


m Ohio StTMt. Boll 'Phon o M k 


Christian Scien ce Lecture. 


Mrs. Pope Doin g Well. 


FIRST ANNUAL BALL 


That Giv en by Gold en Rod Lod ge at 
The Dobei Hail. 


The first an n ual ball of Gold en Rod 
lod ge No. 23, auxiliary to I. A. of M. 
No. 71, was giv en at Dobel’s hall on 
En gin eer street, Thursd ay n ight. 
The lad ies were ad d ressed by Mr. 
John Whelan , presid en t of the I. A. cf 
M., followed by a d elightful d an ce. 
The gran d march was led by Mrs. 
P. E. Hurley, presid en t of the auxil­ 
iary, accompan ied by Mr. J. J. Kn oei^ 
pie, with forty couples in lin e. 
The hall is on e of the prettiest in 
the city an d was beautifully d ecorate I 
for the occasion 
The illumin ation 
was the w’ork of Mr. Geo. Pope, the 
expert electrician . 
Pun ch was serv ed d urin g the ev en ­ 
in g by two 
charmin g 
youn g lad ies. 
Misses Id a Tan n er an d Ad d ie Fen d er. 
The success of the ball was d ue to the 
followin g 
lad les: 
Mesd ames 
P. E. 
Hurley, Muir, Carter, Mayberry, Ram- 
low, Metcalf. Tin d er an d Aspin . 
The gen tlemen were so sighly en ­ 
tertain ed 
they hope 
in the future 
they will be giv en an other surprise. 


lA. 
Are You Tired, Nerv ous 
and Sleepless? 
Nerv ousn ess an d sleeplessn ess are us­ 
ually d ue to the fact that the n erv es are 
n ot fed on properly n ourishin g blood ; 
they are sUirvo d n erv es. Dr. Pierce’s 
Gold en Med ical Discov ery ma kes p u re, 
rich b lo o d , 
an d thereby the n erv es are 
properly n on ri.slKid an d all the organ s of 
the bod y are run as smoothly as machin ­ 
ery which run s in oil. In this way you 
feel clean , stron g an d stren uous—^you are 
ton ed up an d in v igoraU^d , an d you are 
good for a whole? lot of physical or men tal 
work. Best ‘of all, the stren gth an d in - 


R. G. Dolph & Co. 


hav e open ed up an other store at 
Oil Wes! Sain Straat. 


cresise in v itality an d health are 
la stin g , 
led - 


GLEE CLUB BENEFIT. 


'TIs for East Sed alia Mission of Jhe 
Episcopal Church. 


The trouble with most ton ics an d m< 
Icln es which hav e a large, boomin g sale 
for a short time, is that they are largely 
composed of alcohol hold in g the d rugs in 
solution . This alcohol shrin ks up the red 
blood corpuscles, an d in the lon g run 
greatly in jures the system. On e may feel 
exhilaratiHl an d better for the time bein g, 
yet in the en d wealtiBn cd an d with v itality 
aecreased . Dr. Fiercf?*« Gold en Med ical 
Discov ery con tain s n o alcohol. Ev ery 
bottle of it bears upon its wrapper Th e 
Ba d g e o f Ho n esty, 
in a full list of all its 
sev eral in gred ien ts. For the d ruggist to 
offer you somethin g he claims is” just as 
good ” is to in sult your in telligen ce. 
Ev ery in gred ien t .en terin g in to the 
world -famed "Gold en Med ical Discov ery” 
has the un an imous approv al an d en d orse­ 
men t d f the lead in g med ical authuritiea 
of all the sev eral scn ools of practice. No 
other med icin e sold through d ruggists for 
like purposes has an y such en d orscimen t 
The "Gold en Med ical Discov ery” n ot 
on ly prod uces all the good effects to be 
obtain ed from the use of Gold en Seal 
root, in all stomach, liv er an d bowel 
troobles, as in d yspepsia, biliousn ess, con ­ 
stipation , ulceration of stomach an d 
bowels an d kin d red ailmen ts, but the 
Gold en Seal root used in its comixn in d - 
In g is greatly en han ced in its curativ e ac­ 
tion bv other in gred ien ts such as Ston e 
root, Black Cherry bark, Blood root, Man ­ 
d rake root an d chemically pure triple- 
refin ed glycerin e. 
•The Common Sen se Med ical Ad v iser," 
Is sen t free in paper cov ers on receipt of 
8 1 on e-cen t stamps to pay the cost of mail­ 
in g 07ily. For 31 stamps the cloth-bpUM 
v cMumo will be sen t. Ad d ress Dr. B. v . 
Pierce. Buffalo. N, Y. 
Dr. Pierce’s Pleasan t Pellets cure 
n ilHition . biliousn ess an d head ache. 


Fred Rueli is Manager 


an d he will be pleased to hav e his 


frien d s call an d see him at his new 


place of busin ess, or call him up on 
Queen City ’phon e No. 209. He will 
carry a full an d complete lin e of 
stan d ard an d high grad e groceriea. 
Good s d eliv ered to all parts of the 
city. 


BLAMES HIS ENEMIES. 


The East 
Sed alia 
mission of the 
Episcopal church is d esirous of erect 
in g a house of worship, an d to that 
en d will be giv en a ben efit by the East 
Sed alia Glee club, at the Tlllherry hall. 
Fifth an d En gin eer streets, Tuesd ay 
n ight, the 27th ir.st., when the follow­ 
in g program will be ren d ered . 
Fart I. 
“There. 
TJt^le Girl, 
Don ’t Cry,” 
West« n d orff—Chopiis. 
“Sin g Me to Sleep,” Green e—Mr. 
Gorn all. Miss Wells. 
“Sweet an d Low,’ 
tette. 
Barn by—Qiiar- 


Fos- 


An appreciativ e aud ien ce heard the 
Christian Scien ce lecture d eliv ered at could be expected , 
the court house Frid ay n ight by Sep- 


Mrs. W. M. Pope, who fell an d broke 
on e of her legs about a week ago, is 
n ow at her home, 330 W est Cooper 
street, an d is gettin g alon g as well as 


Out With the Ward en . 


E t m v W 
o n a i 
L Diotoiitelfiiiltiioiilillciioir _ 
sbou 
at tb« wo n û eètiA 
MARVEL WfiMag Sp rcf 
Th e mw 
MJec* 
tkmtmdeft^Mott ConrefitenL 


State Game Ward en J. H. Rod es an d 
G. A. Sturges spen t Saturd ay hun tin g 
in the v icin ity of Lamon te. 


Frid ay High Fiv e Club. 


^ 
I t í ü e l f 


Twenty -fiv e guests 
were 
presen t 
Frid ay afternoon 
when Miss Rub 


“Massa’s In the Cold Groun d , 
ter—Chorus. 
“Out Where the Billows Roll High,” 
Petrie—Mr. Reed . 
“Ken tucky Home.” Foster—Chorus. 
Part II. 
Air Varie, De Ben ot, v iolin —Miss 
Weils, pian o.» 
“All Thin gs Are Beautiful,” Glov er 
-Messrs. Gorn all an d Robin son . 
“In 
the 
Gloamin g.” 
Harrison — 


In d ictmen t Merely Result of Political 
Differen ces. 


Chorus. 
“Star of My I.ife”—Dr. Hubbard . 
“Out in the Deep, Jjei Me Sleep,’ 
Petrie—Quartette. 
“ Goodnight” — Chorus. 


Mayor Eugen e E. Schmitz, of San 
Fran cisco, wiiom a gran d jury in that 
city recen tly in d icted for extortion , 
arriv ed tod ay on the Patricia, of the 
Hamburg-American lin e, accompan ied 
by Mis. Schmitz, an d by “Fred ” H. 
Hilbert, whose n ame has been men ­ 
tion ed before the same bod y, says a 
New York d ispatch of the 23d . 
In an in terv iew in his stateroom 
comin g up the bay, Mr. Schmitz d e­ 
clared his in n ocen ce, blamed political 
en emies, an d an n oun ced that he court­ 
ed a full in v estigation . 
“ Of coursd ; as I look at the matter, 
it Is simply a political trick d on e lo 
d iscred it me with my people,” said 
Mr. Schmitz. “By my people I mean 
the people of San Fran cisco.” 
“Did you apprehen d an in d ictmen t?” 
“Well, I d id n ot an ticipate an in ­ 
d ictmen t, but learn ed there was trou­ 
ble in San Fran cisco, an d I cut short 
! my stay in Europe to return an d face 
these charges, which, I may say, are 
false, absolutely without foun d ation , 
j The in d ictmen t is the outcome of the 
! hitter campaign which the d istrict at- 
j torn ey w'aged for the gov ern orship. 
It is n atural that, bein ^ d efeated , he 
wishes to retaliate.” 


HAYMAN’S PLURALITY 561. 


Elected State Sen ator From the Fif­ 
teen th District. 


Followin g are the official figures in 
the election of state sen ator from the 
Fifteen th d istrict: 
Hayman , Houston , 
Coun ty. 
(D.) 
Ben ton ...................... • 
1*285 
Hickory ........................ 
567 
Pettis .................... • • • 
3,707 
Salin e ................. 
3,523 


(R.) 
1.756 
1,117 
3,538 
2 ,110 


For Ren t—^Half store room or office 
room in Store build in g, 112 E ast Third 


Wan ted —Good 
girl at Grammer’.i 
Palace 
of Sweets, 
418 South 
Ohio 
street 


Bottle of Acid Explod ed . 


8,521 
Totals .................. • • 
0.082 
Hayman ’s majority, 561. 
The election in this d istrict was to 
fill the v acan cy caused by the d eath 
of Sen ator Hicks, of Salin e coun ty, 
who d ied shortly after the close of the 
last session of the gen eral assembly. 


You can rest assurea, ii you en trust 
us with your LAUNDRY work, that 
you will n ot regret i t The kin d of 
work we d o should arouse your in ter­ 
est. Both 
’phon es.—Mon arch Laun ­ 
d ry. Charles Van An twerp, prop. 


En gaged in Restauran t Busin ess. 


Elmer Cassel, a street car motor- 
man for the Sed alia Traction & Light 
compan y, has resign ed an d left Satur­ 
d ay morn in g for Sid n ey, Neb., where, 
associated with Albert Gold thwalt, of 
Kan sas City, he will en gage in the 
restauran t 
busin ess. 
Mr. 
Cassel s 
family is at presen t v isitin g relativ es 
at Blackwater, where they will remain 
un til Mr. Cassel gets settled . 


MOTT’S PRMWYliflT». PBLS 


S a ie tuad xella.blASi tKey 
ov oTCom© we©tkn ©ss» In 
cr«M$se vigor, banish iMdns 
No re tn o d y o a un .ls OH 
MOTTS PENNYROYAL PILLi 
Soldby Drn#? gistsaod Di Mott 
Chemical Co.. Clev eland 'T'hn 


MEN AND WOMEN. 
D§ e Bis 
for unr.ntoral 
In 1 le i 
dincharKeu.iiiflaniiuaUoii» 
OaJ*ot« d W irritation« or ulceratior.. 
E04 to nrietar« . " of miicou« membraoet 
errv Mta feniticlee. 
afiu not actrio 
[theEvans CH¿M*CAI Co. g« nt or poi-^onou« , 


lUmtzstMl 
__ __ 
▼tó lial 
______________ 
« a B. » m 
M W VOM« 


Jolly en tertain ed 
Fiv e club. The 
'^F rid ay 
HigJ 
a pair 


CiliCtNNAT(.O.j 
l.S. 
Mold by D rasglai» . 
or « eiit ia rialti wrapMt 
tiy ex preni, pr©i» aid. foi 
il.O© or 3 bnttl« « 
Crea*» - •-•'t un roiuett 


Will 
Birkhimer, 
clerk at W’. E. 
Bard ’s Ohio street d rug store, was 
pain fully cut about the face an d ren ­ 
d ered un con scious at the store at 4 
o’clock Frid ay aftern oon by the ex­ 
plosion 'of a bottle of acid , which he 
held in his han d . Dr. W. J. Fergu­ 
son was summon ed an d soon rev iv ed 
the patien t. 
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DANCI NG! 
A T TH E 
FLEMI NG HALL 
104-6 £ . Fifth St.^ 
Tues day, 
Thur s day 
and Satur day 
Evenings 
A ll Co rd ia lly In vih d 
The man agemen t resen rea 
tbe right to refuse ad mit- 
t a n c e 
to 
objecticn abie 
parties. 
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H. San grao. 
iohn 0. Sold litf^ 


S A N G R E E & B 0 H L I N 6 


OffHaaBOBIN^BiPsatff Saaan d FlMPi 
S a ia ii^ lla . ^Pkmmsh ^SÎÊtL 


Drs. W. T. & Bertha L. Thomas 


Osteopathie Physhrfan s 


Six Years in Sed alia. Exmn in ation 
Free at Office, 


F I F T H AM D D H N I S T R E E T S 


ALLEYS CLEANED. 
See us about clean in g your aileySa 
BALL SL BOSSERMAN. 
W. S. Bail. 
E. D. Bosserman . 
Bell ’phon e 1 ^ . Bell ’phon e 1165. 
Leav e ord ers at 107 W. Third ; • 


Landmann Bros 
ABSTRACTS OF TITLE 
Loan s, Real Estate, 


INSURANCE 
AND 
RENTALA6ENCY 


Baseroefit Sed ad la 
T m stB oild i]^. 
Fm i-Ui » M l O b i. StTM ta, 
SEDALIA, MO. 


»AST OFF curn n Mi i 
v nn b a y a U y o o r o ld (nothing 
a n a p a y b e s t p r i e e r 
I. A f « K N S O N , 


1 1 2 O b io S t n e L 
B e U 'P h o n e , 6 0 6. 


WANTED 


Wan ted . 


A boy with a horse to carry a route. 
Apply at this office an y aftern oon be­ 
tween 5 an d 6 o’clock. 


Lost—A rat terrier d og; n ame Ted ­ 
d y; please return to Sturges Lumber 
compan y, an d receiv e reward . 


For Ren t—Elegan tly furn ished suit 
rooms, steam h e a t 800 W. Third S t 


Dirt Shov eiers Wan ted . 


Twen ty of them. 
East Third street. 
See Huston, 601 


For Ren t—Mod ern cottage, corn er 
Fourth an d Missouri av en ue. Apply 
420 East Third street, ’phon e 711. 


R I g b u t p iio M p a U f o r t a o o a d M ^ 


g o o d s a t 20 6 W 
e r t M a in S t r e e t . $ 0 1 


n p B e ll p h o n e 8 3 3 . 
WM. ARENSON, 
Properttor 


Wan ted —Men to trav el in southern 
territory an d sell an In sect d estroyer 
an d d isin fector; good proposition to 
right men . Ad d ress X-Ray Chemical 
Co., Sed alia, Mo. 


M LTBYt 
M. C. CO 
COFFEE 


O u r fipoat 28« G oifM ' 
8oM B-* tiM Fol­ 
low ing Doatof« I 


WANTED: 


T en or fifteen horses to 
w in ter at 08.50 per m on th. 
B oxstalls with sun shin e an d 
pad d ocks to play in . . 
a. R. HOMANS, 
BISHiicockSt 
Bell Pkoie 754 


J . W . C o o p e r . 
Mciiin ley Broe. 
W. J . L e t t s . 
Butcher & Ramaey. 
F . T . M ulo a h y . 
Chas. Van A n ^ erp . 
J . M . L i i ^ d e r . 
J . W . H l d a . 
J . M . D o U e . 
J . H . J o h n s o n . 
S o a lly G r o c e r y C o . 
J . R . W i l l ia m s . 
H . P . H a n s a m . 
S e d a l i a H a r d w a r e & (J rs o w r C o, 
C h a s . H o f f m a n & B r o . 
J . B . H o ld n e r . 
W m . B a n m g a r t e n . 
S t a r G r o c e r y . 
J . B . M o o kb e e . 
K r o e n ke & C o id e e . 
J . E . R e c t o r . 
P . H . M o y e r . 


J . T . B y i M . 
J . H . 


I V , 
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Amusements 
Wood’ s Opera House 


Monday Night, November 26 ®*” ®‘ p«es« t 
’ 
VIRGINIA HARNED 


An d an Admirable Compan y In cludin g 
WILLIAM COURTENAY. W. J. FERGUSON, ALBERT GRAU, ELEANOR M O R E m , a nd o thers 


In the Grea t Pa risia n Sa ccess, 


A BRILLIANT THREE-ACT COMEDY BY VICTORIEN SARDOU, 


Author of “Fedora,” “La Tosca,” “Divorçons," “Scrap of Paper,” Etc. 
“THE LOVE LETTER 


“ LA PISTE” 


STILL ON PAY ROLL 


I D. P. Dyer, Jr., Who Was In­ 
dicted for Embezzlement. 


in to h ostility ? Wh at sign ifican ce h as 
th e date 158 8 ? 
Frobish er’s voy age. 
Ch an ge in En glan d's 
outlook.— Miss 
Dun kin . 
Foes of En glish seamen . 
Hawkin s* 
ex perien ce at Vera Cruz.—Mrs. E. E. 
Beeler. 


so IS MARSHALL FERGUSON. 


Formal Steps For Dismissal of Men 
Never Taken by Assistant 
Treasurer Akins. 


Describe Drake s visit to Pan ama.— 
Mrs. J. T. Lovelan d. 
Battle of Gravelin es. 
Sign ifican ce 
of voy age of th is period.—Mrs, R. B. 
Evan s. 
Open in g 
of 
th e 
East. (5bmpare 


i 


It was reported in St. Louis y es­ 
terday , say s th e Republic, an d cou- 
firmed In a special dispatch to th e 
Republic from Wash in gton . CiatDrvId 
P. Dy er, Jr., suspen ded receivin g tell­ 
er, an d Marsh all B. F*^rguson . sus­ 
pen ded pay in g teller. oi th e St. ix juis 
sub-treasury , are rtiM on th e pay lOll. 
Assistan t Treasurer T. J. Akin s said 
last n igh t th at Dy er, wh o is un der in ­ 
dictm en t for embezztPiuen t. an d Fer- 
^ison 
siisp*mded 
with out pay ; 
th at is,.. 
Jr still may be on th e rolls. 
but th eir salaries are subject to tlic 
decision of th e treasury departmen t, 
wh ich probably will n ot act un til th e 
proceedin gs growin g out of th e sh ort­ 
age 
of $61,500 
in th e sub-treasury 
h ave been fin ish ed. 
* Th e Republic’s Wash in gton corres­ 
pon den t learn ed th at Dy er an d Fergu­ 
son are tech n ically on th e pay roll an d 
h ave a soun d legal claim to compen ­ 
sation un til th eir con n ection with th e 
treasury is severad ompletely . 
Tile failure of 1 
Akin s to take 
formal steps for th e dtsmissal of Dy er 
an d Ferguson causes th is result, say s 
th e W ash in gton dispatch . 
Un der th e civil service rules an em­ 
ploy e of th e govern men t is disch arged 
on ly for capse. Wh en foun dation for 
cause is foun d, ch arges are preferred. 
Th e-Ch arge s 
are forwarded 
to 
th e 


Elizabeth an En glan d to En glan d un ­ 
der Edward ill. or Hen ry V. Tell 
someth in g of presen t possession s of 
Great Britain . En glan d’s earliest ex ­ 
plorers.—Mrs. E. K. Lowe. 
Trade 
h igh way s 
between Europe 
an d th e East. How closed to Europe. 
—Mrs. W. W. Hoffman . 
Ex ploration of African coast. Por­ 
tugese in In dia.—Mrs. Nettie Smith . 
Alfon so d’Albuquerque. Con flictin g 


W ash in gton officials of th e treasury , 
mn d if, in th eir opin ion , th ey con sti­ 
tute sufficien t cause for dismissal, or­ 
der 
of removal 
is issued. Neith er 
ch arges n or an y recomen datlon s h ave 


claims of Spain an d Portugal.—Miss 
Jakeman . 
En glan d’s opportun ity . Four impor­ 
tan t even ts in affairs of Europe. 
Hol­ 
lan d’s commercial spirit. E ast In dia 
compan y ,—Mrs. J. B. Brown . 
Regulation s , govern in g East In dia 
compan y . Th eir struggles an d con ­ 
flicts. Victory over th e Portugese.— 
Mrs. F. Nelson . 
Great « Muel with 
Fran ce. 
Spain ’s 
wealth an d declin in g power. Fran ce 
in seven teen th cen tury . Louis XIV 
Importan ce of th e accession of Will­ 
iam HI. in En glan d.—Mrs, H. E. Car­ 
pen ter. 
Raleigh ’s colon y . 
Ply mouth colon y . 
Ex pan sion of Fran ce.—Mrs. P. Hoff­ 
man . 
Ch aplain . Compare ch aracteristics 
of New 
En glan d an d 
New Fran ce. 
W ar between th e colon ies.—Mrs. E. 
R. Harris. 


Son Lost Mother. 


|>eeii received from Mr, Akin s. 


MEETING OF CHAUTAUQUA. 


It W ill Be With Mrs. W. W. Hoffman 
on Tuesday. 


Th e n ex t meetin g of th e C. L. S. C. 
will be h eld at th e h ome of Mrs. MT. 
W. Hoffman , Eleven th an d Mon iteau 
streets, on Tuesday , November 27. 
Mrs. H arris will be th e leader an d 
th e follow in g program will be carried 
out: 
Roll call: respon ses from Ruskin . 
Bui^in ess session . 
L esso n—‘im peria l 
Eng la nd,” in 
Septem ber Ch an ta iiqua n. 
Begin n in g of En glan d’s Sea Power; 
En glan d Un der Hen ry II.; to wh e.t 
lin e of sovereign s did Hen ry belon g? 
Date of reign . 
Sh ow h ow n arrow 
ti-ere 
En glish in terests 
before th e 
tim e cf th e Tudors.—Mrs. J. C. Lon - 


“Con sumption run s in our family , 
an d ih rtugh it I lost my moth er,” 
w^iites E. B. Reid, of Harmon y , Mo. 
“For th e past five y ears, h owever, on 
th e sligh test sign of a cough or cold, 
I h ave taken Dr. Kin g’s New Discovery 
for Con sumption , wh ich h as saved me 
from serious lun g trouble.” His moth ­ 
er’s death was a sad loss for Mr. Reid, 
but h e learn ed th at lun g trouble must 
n ot be n eglected, an d h ow to cure It. 
Quickest relief an d cure for cough s 
an d colds. Price 50c an d 11.00; guar­ 
an teed at Mertz & Hale’s drug store. 
Trial bottles free. 


For Sale. 


Th e purest an d n est can dies on th e 
market. All we ask is a trial. Gram­ 
m ar’s Palace of Sweets. 418 Oh io 
stree t 


gn n . 
Disturbin g 
in fluen ces 
durin g 
th e 
Tudor reign . How did En glan d fall be- 
: h in d oth er n ation s? America a Span - 
‘ ln h pos^ssion .—Miss Grace Joh n son . 
How did En glan d an d Spain drift 


Removal—My office is n ow located 
at An tlers h otel lobby . Call teleph on e. 
Bell 213, Queen City 8 0. an d leave 
orders for carriages an d tran sfer.—E. 
N. Harrison . 


Dancing Club Elects Officers. 


After th e dan ce of th e Jolly Th irty 
Dan cin g club at th e Flemin g h all Fri­ 
day n igh t th e club elected officers, as 
follows: 
Presiden t—Will De Bold. 
Secretary —P. O. Walker. 
Treasurer—C. V. V. Smith . 


t ! Wo ma n^s 


n 
i g 
h 
t m 
a 
n 


No woman ’s h appi- 
n ess can be complete 
with out ch ildren ; it 
is h er n ature to love 
an d wan t th em 
as much so as it is 
to love th e beau- 
tiful an d pure. 
critical ordeal th roug^h wh ich th e ex pectan t moth er must pass, 
wevcr, is so fraugh t with dread, pain , sufferin g an d dan ger, th at th e 
th ough t of it fills h er with appreh en sion an d h orror. Th ere is n o 
f.., — J 
. 
¥ 


^» .essity for th e reproduction of life to be eith er pain ful or dan gerous, 
- f n » use of M oth er’» Frien d so prepares th e sy stem for th e comin g even t 
Ith at it is safely passed with out an y dan ger. Th is great an d won derful 
Jiemedy is alway s ap- 
- g 
^ 
jw 
m 
M 
o 
t n 
B 
r S 
of women th rough th e 
ry in g crisis with out sufferin g. 
Send fo r fwe bo o k co nta iBin, 
M m itia m . a t 
rhnl ma-nl aataaUevei Mmtmoi i en. 
he Bra dfieiU Rufiila to r Ce., Atia ita , la .Fria nd 


DROPPED $62,000 


Theodore Barrett Is Said to 
Done So At Cards. 


HE WAS OUT WITH AN ACTOR 


Afterv **d 
Son 
of 
Late 
Louisville 
BariKer Lost to Goodwin at 
‘‘Cutting” Cards. 


eludin g th is was th e best meth od to 
employ un til an auth oritative state­ 
men t 
could be obtain ed 
from th e 
y oun g man . 
Th is brough t an an gry 
remon stran ce 
from 
th e 
gamblin ji 
h ouse own er, wh o w^en t th rough th e 
formality of n otify in g Goodwin th at 
h e would be h eld. 
Th e latter was 
con fiden t th e m atter would be settled, 
an d frien ds of Barrett got in to com­ 
mun ication with h im an d h e at oiico 
arran ged to h ave th e ch ecks take.i 
up. 


BRYAN IS NO. 73. 


New York, Nov. 24.—Th e keeper of 
a 
gamblin g 
h ouse 
on 
Th lrly -th ir 1 
street h ad promised to take action 
y esterday 
to 
recover 
$17,500 
on 
ch ecks sign ed by Th eodore Barrett 
an d en dorsed by Nat C. Goodwin , but 
Th ursday n igh t th e ch ecks were paid 
an d th ere will be n o furth er proceed­ 
in gs. 
Th e $17,5iH) is said to be on ly 
part of $C2,OtiO wh ich Barrett lost in 
th e h ouse Iasi Tuesday n igh t. 
Bar­ 
rett is in Louisville, wh ere h e h urried 
to raise th e fun ds to pay th e ch ecks. 
Barrett 
is th e 
son of th e 
late 
Th omas L. Barrett, of th e Ban k of 
Ken tucky . 
He v as left a fortun e es­ 
timated at $2,ua0.0h rt. 
Sin ce th en h e 
h as lived almost ex clusively in New 
York. 
His marriage to Miss Mary 
Seaton , a famous beauty , was on e of 
th e social even ts of th e south , llar- 
rett’s n ame was th en con n ected with 
on e or more y oun g women . 
He came 
to New York an d h as made h is h ead­ 
quarters prin cipally at th e Lambs’ 
club. 
His broth er. livin g Barrett, was sit­ 
tin g in Koster & Bial’s music h all a 
few y ears ago wh en h e flirted with a 
y oun g woman . 
Th is flirtation led to 
a meetin g. Sh e was of a very fin e 


Excelsior Springs Has Captured 
the Nebraskan. 


V IR G IN IA H A R N ED 
' IN 
T H E LOVE LET T ER 
W OODS 
O PER A 
HO USE 
M O NDAY EV EN IN G 


HE HAS JOINED ^^BILL CLUB.” 


A Speech at the Club’s Third Annual 
Banquet Will Be Made by Na­ 
tional Democratic Leader. 


PRIDE THE CAUSE. 


Statistician tlives Reasons for 
High Prices. 


ii VANITY” IS AT THE BOTTOM. 


Ex celsior Sprin gs, Mo., Nov. 24.— 
Th e speaker an d ch ief guest of h on or 
at th e th ird an n ual ban quet of Bill 
Club No. 1 of th e World will bo tin t 
widely kn owm member of th e clan . 
Bill Bry an , of Nebraska. 
A committee con sistin g of Bill Sisk, 
presiden t of th e club. Bill Ston e, sen a­ 
tor, an d Bill Fowler, judge, called on 
Bill Bry an In Kan sas City Th tlrsday 
an d gave h im an in vitation to atten d. 
Bill Bry an said th at h e could n ot 
repudiate 
th ree Bills 
at on ce an d 
accepted th e in vitation . 
Mr. Bry an was asked to fix th e date 
lor th e ban quet an d said h e would be 
an d wealth y family , but Barrett did 
Ex celsior Sprin gs th e n igh t of De- 
n ot kn owr th at at th e time h e married 
26 or December 28 . He de- 
h er, fifteen min utes after seein g h er 
to deliver a lecture in some 


‘"^In Ten ^'h e was awaken ed 
in th e » ^11 h ere th at n igh t before th e ban - 
morn in g h e feared h e h ad ma-rled a ffuet began , th e bills derived from thc3 
w'oman of low' caste *an d Immediately admission Tee ch arged to go to ch ar- 
sh ipped as a sailor on a vessel sailin g ity . 
( 
fdr Ch in a. He died on board from j 
Wh ile th e committee 
w’as con fer- 
h eart disease. 
■ iln g with Mr. Bry an , membersh ip card 
Th eodore Barrett spen ds th e great- x o. 73 in th e Bill club was presen ted 
er part of h is time in th is city , an d to h im. 
Th e club h as also ordered 
recen tly associated h imself with Will- an in vitation to th e ban quet to be 
lam Carpen ter Camp as vice presiden t sen t to Bill Ran dolph Hearst, of New 
of th e Camp Cigarette compan y , with vork. 
Bill Taft, of Oh io, is also to 
offices at 140 West Forty -faurth street, pe sen t a membersh ip card. 
It was early 
Tuesday 
morn in g th at | 
Th e Bill club Is Ex celsior Sprin g’s 
Mr. Goodwin 
en tered 
th e Lambs, most famous organ ization an d ran ks 
wh ere h e foun d Mr. Barrc'J an d sev- j n ex t to Regen t Sprin g in popular es- 
eral oth ers. 
Presen tly a visit to a ^ teem. It 
origin ated 
in th e fertile 
gamblin g h ouse was suggested a n d. brain of Bill Sisk th ree y ears ago, 
Goodwin an d Barrett ex perien ced n o j wh ile h e was still un der th e men tal 
difficulty in gain in g en tran c.i to 
th e j ex h ilaration in duced by th ree fin gers 
Th irty -fifth street h ouse. 
j of Sulph o-Salin e w ater. 
From th e fact th at it was n ecessary | 
MTien It was ex plain ed th at all Bills 
for th e actor to stan d spon so*' for h is j were eligible ex cept bill collectors, 
frien d in so far as th e latter’s fin an -. th e idea became popular at on ce, an d 
cial stability was con cern ed, It Is be- j th e organ ization n ow h as close to 100 
lieved Mr. Goodwin was th e on e wh o ^ members. Its 
purposes 
are‘ educa- 
obtaln ed th e en tran ce to th e h ouse, tion al. Th e dues are a dollar bill, 
as from all accoan r.s Mr. Barrett was Th e club was in corporated a few day s 


Declares Th at “Common People” In 
sist on Havin g the Very Best 
Cr Everything. 


Pridc^ an d van ity on th e part of th e 
average in dividual, rath er th an an In ­ 
crease ill th e cost of raw products or 
man ufacture, are th e cause for th e 
pw'sen t h igh price of foodstuffs, ac­ 
cordin g to Dr. Le Gran d Powers, agri- 
cuRural statistician of th e cen sus bu­ 
reau, say s a Wash in gton dispatch . 
tTh e average people, common peo­ 
ple, in sist on h avin g th e best of every ­ 
th in g,” said Dr. Powers. “Th e work­ 
in gman in sists upon th e fin est cuts of 
meats, an d h e bay s better meat per­ 
h aps th an th e salaried or profession al 
man . 
“He does n ot subscribe to th e sh in ­ 
bon e doctrin e 
of Edward 
Atkin son . 
He h as a feelin g th at h e is as good as 
an y body else, an d th is feelin g asserts 


itself in h is purch ases. Th at Is van * 
Ity . 
“People are spen din g mon ey n owa­ 
day s, an d th ey are spen din g it fa st 
Our 
prosperity 
depen ds 
upon 
th e 
spen din g. If every body h oarded wh at 
h e earn ed, prosperity 
would cease. 
We w'ould fry in our own fat.” 


A BIRTHDAY SURPRISE. 


It Was Given by Members of Loyal 
Rebekah Lodge. 


About two dozen members of Loy al 
Rebekah lodge No. 260, I. O. O. F., 
assembled at th e h ome of Mrs. J. A. 
Williams, 721 E ast Fourth street, Sat­ 
urday n igh t, in h on or of th e birth day 
an n iversary of Mrs. Williams’ sister. 
Miss Leah Wallace, wh o resides wrfth 
Mrs. Williams. 
Th e occasion came in th e form of a 
surprise, th e ladies takin g with th em 
dain ty refresh men ts, wh ich were ser­ 
ved durin g th e even in g. 
Games 
an d a social 
time h elped 
amuse th e guests, an d at a late h om* 
th e guests presen ted Miss Wallace 
with a n eat birth day remembran ce. 


Notice—An y on e h oldin g subscrip- 
tion s for sh ares of min in g stock is­ 
sued by S. S. Gallie, Cooper buildin g. 
Den ver, Col., will please n otify L. J. 
Evan s, 1521 Fifteen th street, DeuTmr, 
Col. 
I II 
... 


un kn own in th e place. 
ago in Liberty , th e coun ty seat of Clay 
Faro w'as th e game th ey play ed an d coun ty . 
Th e officers are: 
soon th e limit h a l been raised an d j 
Presiden t, Bill Sisk; vice presiden t 
th e two wrere permitted to bet w h at, Bill 
Wear; 
secretary . 
Bill Hy der; 
th ey pleased on 
turn , regardless treasurer, Bill Flack, 
of wh eth er or n ot th ey were “cases.” ‘ 
As is th e custoiu, th e man agemen t of 
th e h ouse served drin ks, an d Mr. Bar­ 
rett, at, least, did n ot stin t h imself in 
h is potation s. Fin aRy . wh en th e game 
closed, th e latter was in debted about 
$13,000. For th is h e gave n is ch eck 
wh ich Goodwin en dorsed. 
Th en , both feelin g in th e mood, 
th ey cut th e cards. With remarkable 


UNFIT FOR MARRIAGE. 


Working Girls Are Given a Black Eye 
By Mrs. McDowell. 


Mary E. McDowell, a un iversity set­ 
tlemen t 
worker of Ch icago, made a 
con stan cy th e actor sh owed a h igh er sen sation al address to th e labor con 
card th an h is frien d, an d soon th e lat- ^ ven tion at Min n eapolis, Min n ., Friaay , 
ter, wh o h ad been “doublin g up,” was 
wh ich sh e said th e American work- 
in h is oppon en t’s debt almost $50,000. jn g girls are ph y .<ically an d morally 
By an oth er sy stem of play th is was un fit for marriage 
Sh e wept wh ile 
reduced an d fin ally ft was agreed th at talkin g. 
cuts sh ould be m-vlo for $2,000 each , j 
sh e declared 
th is con dition is due 
Goodwin W'on both . 
• 
¡to th e fact th at 3,000,000 girls are 
Return in g to th e Lambs late^ Tues- * workin g for wages th at w'on ’t suppoit 
day morn in g an d realizin g th at h e 
th em. 
She sal« l $o a week is rh e aver- 
h ad n ot en ough ready mon ey in th e 
age an d 95 out of a 100 support olh - 
ban k to meet h is cJiecks, Mr. Bra relc * era. Sh e pleaded with th e con ven - 


Wd both loso mon ey if y ou do n ot trade with n e. 
WE HAVE 
Remington Antomatie Shot Guns 
HAVE YOU SEEN THEM? 
8 H o ‘t O u n s o t iB^II K i n d s 


'I 


Sing le............................................. #4 -2 5 a nd up 
Do uble........................................... | 8.50 a nd up 


FOOT BALL GOODS, 
STRIKING BAGS 
BOXING GLOVES 


It is g o ing to turn co ld in a few da y s—y o u will ha v e 
to ha v e a Sto v e. 


V 


THE OOLUIBIA BASE BUBHEB 
Fo r So ft Co a l o r Co ke, uses Little Fuel -a nd Hea ts 
Lo /s o i Spa ce. It Ha s No Equa l. Yo u Ca n’t 
•Affo rd to Bo y Any Other. 


We Ha v e Sto v es fo r All Kinds o f Fuel a tOLess Tha n 
Any o ne Else. 
' 
We Will Appreciate a Ch an ce Ito Sh ow You 
K -M -H HdWo COa iVoY^Main 
J' 
Wa Frafar ta Sail aa Law aa Wa Oaa Rath ar Tkaa aa Nigh as Wa Milgh l 


THE FLOWERS THAT BLOOM W PR INQ 


boarded th e train for Louistiile. Hear- 
In g some of th e facts in th e 
a 
close frien d of Mr. Barrett h urried to 
th e ban k 
an d Succeeded 
in h avin g 
pay men t stopped on th e ch ecks, con -^it stopped to lock. 


tion 
to h elp th e 
girls, sa>in g th ey 
n eeded aid more th an ch ildren . 
“Th e sigh t fills me with h orror.” sh e 
cried. *Tt would sh ock th e n ation if 


Are f*roduced From Bulbs Plan ted In th e Fall 
Arobias’ Fall Bulbs are h ardy an d guaran teed to 
bloom. Fin est Dutch Hy acin ^s an y color, 60e per 
doz. 
Tulips 2(ks per doz. 
Narcissus 15c to 35o p ^ 
doz. Crocus 2-doz. 15o. LUIes in variety . 
Geld Fish , Birds an d Suppliese 
Jardin ieres, Flower Pots, Plf it Stan ds, PaJjfss, 
Pema an d every th in g kept b? a firsl-clag® Seed 
House. Best an d ch eapest. Cl Rogue free. 
A R O I - iliE k S ’ S E K 3 S - r O R E , 
1 0 6 -8 
E. Main 8t, 
Sedalia, mo 
Beth Ph on es 
■J 
________ 
ÊÊÊÊÊÊÊÊÊÊÊÊsm 


"VM 


POUR 
P SEDALIA 
SUNDAY 
OEMOCBAT, 
gUNDAY MOBNtWi^ .'tOVEMPER 25. 
li 


) 


SPECIAL OFFERINGS FOR 
THANKSGIVIMG 


RAILROAD RUMBLE 


Ezqti¿ s¿ e New T a Ho ted 
Sii¿ ts—Reduced 


i ■ Th e sty les will sp eak fo r th emselv es n o 
less th M th e p rices. 
By carefu l an d 
d ilig en t stu d y we are en abled to disp lay 
a co llectio n o f mo st beau tifu l n ew tailo r­ 
ed su its. Th e 
v alu es o f g ar­ 
men ts su ch as 
we are sh o w­ 
in g are fu lly 
wo rth 5 ^ mo re 
th an o u r p ric­ 
es. 
In th is 
co llectio n y o u 
will fin d th o se 
smart ch ic ef­ 
fects in tig h t 
fittin g 
co ats 
o r blo u se sty ­ 
les, also th e 
lo n g co at su its 
wh ich are th e 
ev iden ce 
o f 
sty le in ev ery 
lin e an d cu rv e. 
$16.60 
TO $2 8 .50 


AHradive Value in Wa 
man’s New Apparel. 


Pra ctica l o bserv ers o f fa shio ns will be im­ 


media tely a ttra cted by the refinement a nd 


ex clusiv eness displa y ed thro rgho ut o ur 


gfa rment sectio n. 
We pride o urselv es o n 
o 
sho wing ev ery thing new a nd distinctiv e 


a t o ur usua l lo wness o f prices, which ha s 


ma de this depa rtment so po pula r. 


A New 
foi* Xiia nks 
giv ing 


Th ere is o n e co rn er ch ip p ed o ff th e g ladso me 
sp irit o f Th an k sg iv in g ii a man do esn t p u t 
o n a n ew su it o r 
o 
v 
e 
r 
c 
o 
a 
t an d walk in th e 
crisp air. Tha nksgiv ing Day is a d ay to 
reck o n with o n clo th es. 
A man wh o faffs to 
sh o w u p in th e rig h t 
M 
o f clo th es sh o u ld 
p en alize h imself by g o in g with o u t h « d in n er 
Beau tifu l sin g le an d do u ble breasted sty le 
Saits fo r men an d y o u n g men at 
$f 5 ito $2 5 


12 5 su its wo rth $1 6 .5 0 to $1 8 0 0 at VjS o o 
A sp ecial o fferin g o f bro k en lo ts o f 
wtoI. 
wo rk ed an d ch ev io t su its, 
seaso n ’s mo st co rrect sty les-all sizes in th e 
lo t. 
Ch o ice $i5.o o 


Th e New Sty les in Men ’s Hats 
Co p ies o f th e co rrect 
sty les o f o u r $5 Du n lap 
sh ap es. 
As to mate- 
ais, o n ly th e best se­ 
lected fu r sto ck is u sed, 
an d th e man u factu rers 
h av e in stru cted u ^ to 
rep lace ev ery o n e th at 
sh o u ld n o t p ro v e satis­ 
facto ry . 
New featu res 
in o ar fall Derby is th e 
h ig h cro wn an d flat set 


New Bfo a dcio tb Co a ts 


Valu es $22.50 to $38.50 at $ i 8.00 


Nev er befo re h av e we o ffered su ch g o o d 
Co ats at th is 
p rice. 
Th e o p ­ 
p o rtu n ity caire 
o n r way to bo y 
th ese beau tifu l 
co ats 
at o n e- 
th ird less th an 
th eir reeu lar v al­ 
u e. 
W o me n 
can n o t lo o k at 
th e se with o n t 
admirin g th ein , 
so beau tifu l in 
sty le, 
g racefu l 
fittin g an d n eat­ 
ly 
made 
are 
th ey . 
C o lo r s 
black , red an d 
tan —ch o ice, 
$18.00 


No v elty an d Plaid. Co ats, 
$8.7 6 ^ 8I6.OO 


Correct Ovarcoats Made by 
America’s Best Makers 
The Stoekbriilge 


for heavyweight wear promises to be taken up 


g 
e n 
e r a l ^ by well dressed men, 
These O ver­ 


coats 
are semi-fitting, 
fitting snug to the 


waist. The length of the stock bridge is 48 


inches, which is about 4 inches 
below the 


knee. 
Am org the most desirable fabrics for 


this 
Overcoat 
are 
cheviots, 
kerseys and 


vicunas; the linings are serge and silk. 
The Benjamin 


is 
o f 
mo re 
co n serv ativ e 
cu t, 
d e­ 
sig n ed fo r men , wh o 
do 
n o t 
wish to 
dress ex treme; is semi-fo rm fittin g an d is o n ly 
45 in ch es lo n g , co min g o n e in ch belo w th e 
k n ee. 
$12.50 lo $35.00 


b«m so p o p u lar with th e y o mg meq . wh ilst 
fo r th e mo re sed ate d ressers wc h av e th e mo re 
co n serv ativ e sh ap es. 
______ _ 


Dep ea d a hic 


)a t Bo y s’ Clo th es mo st be dc- 
« n d able in q u ality an d co rrect 
n ev ery little sty le featu re- We 
Dsist u p o n th at. 
A wide ran g e 
>f p attern s in ev ery sty le to sat- 
sfy th e v aried tastes o f o u r man y 
Matro n s. As to Price, we merely 
tsk ex amin atio n o f o u r g o o ds to 
» ro v e to y o u th at y o u wUl sav e 
o h n ey o n y o u r bo y s clo th es 11 
ro u select fro m o u r n ew fall an d 
win ter sto ck . 


idtert)o cker Suita , ba ilo r a ro 
and I«, $6.50, $7 .50 
» lo o atstt 
----- 


So mu ch in terest h as been sh o wn in ‘h is sp ecial 
clean in g u p sale o f sh o rt len g th Carp ets th at th is 
o ffer will 
be co n tin u ed 
u n til ev ery p iece 
is so ld. Th is affo rds o n r p atro n s an ap p o rtu n ity 
to secu re a ro o m size Ru g at abo u t o n e-th ird 
less th an th e p rice o f th e carp et-m ak in g an d 
lay in g th ro wn in . 
Man y resid en ts o f 
co m­ 
mu n ity are as y et u n aware o f th e sp len did d e­ 
v elo p men t in th e size an d q u alities o f th is sto ck 
an d o u r facilities lo r th e p ro mp t an d p ro p er 
ex ecn tio n o f th e mo st ex actin g o rd ers. 


10 p attern s o f ro o m size Ax min ster Ru g ! 
$Í8.2 5 , wo rth $2 4.5 0 


•8 p attern s o f 9 x 1 2 Velv et Ru g s, 
$ i 6 .5 0 , wo rth $2 0 


12 p attern s o f Tap es tty Bru ssels Ru g s, 
$1 3 .5 0 , wo fth $1 6 .5 0 


Mon’slWinter Underwear 


Best $1.00 Oederwear 


Ih Sedalia 


The “ Katy” Adopts New Con­ 
tract With Newspapers. 


DIFFERENCES IN ITS BOARD. 


We carry th e mo st co mp lete lin e o f men ’s 
an d bo y s’ Win ter Un derwear in Sed alia, Ou r 
sto ck is made u p o f th e p ro du ctio n s o f th e 
best mills in th e co u n try , as Wn g h ts, No r­ 
fo lk , New Bru n swick , American Ho sip ry Co . 
Mu n sin g s an d o th er well k n o wn mills 


ItMRis of interest Picked Up From Va» \ 
rious Sources for the Benefit 
of Democrat Readers. . 


Baartiful Wielar Nackvaar 


The a ctio n ta ken by the ma na ge­ 
ment o f the Mo no n lo o king to a test 
ruling by the United Sta tes supremo 
co urt in the ma tter o f a dv ertising co n­ 
ta cts with the newspa pers is widely 
discussed in ra ilro a d circles, sa y s the 
St. Lo uis Glo bo Demo cra t. 
The St. Lo uis lines ha v e ca ncelleil 
their co ntra cts with publishers a nd 
a re prepa ring fo r a strict eo mplia nca 
with the la w a s interpreted by |he in­ 
tersta te co mmerce co mmissio m 
One line, 
ho wev er, the 
Misso uri, ^ 
Ka nsa s & Tex a s, thro ugh its ^nera l 
pa ssenger depa rtment, ha s prepa red a 
new fo rm o f co ntra ct, which is rea dy 
fo r distributio n. Genera l Pa s? enger 
Agent St. Geo rge, who drew it up, 
sa y s tha t he ccnsulted the lega l de­ 
pa rtment a nd is a dv ised tha t it co m­ 
plies with the la w in ev ery pa rticu­ 
la r. The co ntra ct is a s fo llo ws: 
“ The o wner 
o r publisher o f the 
pa per, ma ga zine, o r o ther a dv ertising 
medium, pa rty to this co ntra ct, will, 
during the 
life o f t l gt s 
a greement, 
whenev er tra v elling, tra v el o v er the 
lines o f the Misso uri, Ka nsa s a nd 
Tex a s Ra ilwa y co mpa ny , a nd ro ute 
the members o f his fa mily a nd his em­ 
plo y es o v er its lines, so fa r a s he rea s­ 
o na bly ca n, fa res a nd a cco mmo da tio ns 
being equa l o r better, a nd he sha ll 
ha v e the ri|dit to ca ll upo n the ra il-' 
wa y co mpa ny fo r such tickets, mile­ 
a ge, o r o ther pa ssenger tra hspo rta - 
tio n a s ma y be required fro m time 
to 
time fo r the ex clusiv e use o f the pub­ 
lisher. his immedia te fa mily , a nd em­ 
plo y es directly ' co nnected therewith, 
to the v a lue o f the gro ss a mo unt o f 
this co ntra ct. This tra nspo rta tio n 
to 
be cha rged fo r a t full ta riff ra tes—a ny 
ba la nce tha t ma y be fo und to ex ist a t 
the ex pira tio n o f this co ntra ct to be 
settled 
either pa rty in ca sh. 
“ List o f perso ns fo r who m tra nspo r­ 
ta tio n ma y be desired a nd in wha t 
ma nner co nnected with the publica ^ 
tio n must be furnished by the publish­ 
er lo the genera l pa ssenger a gent o f 
the ra ilw’a y co mpa ny a t the time o f 
signing this a greement. 
“ The publishers o f the a bo v e-na med 
pa per o r perio dica l must ai m render 
to the ra ilwa y co mpa ny Mo nthly si 
ments, sho wing in *deta il the number 
o f lines o r inches o f displa y , rea ding 
o r lo ca l no tices inserted, the ra te per 
line o r inch, a nd the to ta l a mo unt fo r 
the mo nth.*’ 


Differences in Ka ty Bo a rd. 
It is uttttemtlkid tiia t c€ ttkfca 
ences ha v e a risdn in the bo a rd o f the 
Misso uri, Ka nsa s a nd Tex a s Ra ilwa y 
co mpa ny , which ma y po ssibly culmi­ 
na te in a cha nge in the ma na gement 
o f the pro perty , sa y s a New Yo rl^^dis- 
pa tch. 
It co uld no t be lea rned ex a ctly wha t 
the na ture o f the difficulty is, but it 
is repo rted tha n it is co ncerned widi 
questio ns o f o pera tio n. 
The cha irma n o f the bo a rd is 
Adria n H. Jo line, who succeeded the 
la te Henry C. Ro use. Frederick No r­ 
to n Finney wa s elected presSden^f^ 
the co mv 'a ny . 
Fo r so me time 
rumo rs ha re | 
been In circula tio n here, sa y s the St. 
j 
Lo tus Glo bo Demo era u to the effect 
i 
tha t ha rmo ny did no t pie v a il in the-^ 
Ka ty lK>ard a nd tha t differences ex ist- 
€h1 in the miuta gemei^s a t hea dqus» ^ 
ters o il o pera ting ma tters. 
President Fla ney , Genera l So licito r 
Ha germa n, Oenev a l Tra ffic Ma na ger 
Ha ile a nd o ther o fficia ls a re a t this 
time in Tex a s. Officia ls a t the St 
Lo uis o ffices sa id la st ev ening tha t 
they ha d no kno wledge o f the frictio n 
a mo ng the directo rs In New’ Yo rk. 


¿•I- 


At th is p rice 
we sho w 
n atu ral 
wo o l, derby 
ribbed 
h eav y Sh irts an d Drawers. Th e 
best $2 .0 0 $u it o f wo o l u n d er­ 
wear ev p r sh o wn by o s at 
it $1.50 ^er Garment 
We sh o w lamb’s wo o l, fan cy g armen ts, made 
by th e celebrated Ro y al Mills, p erfect fittin g 
an d d u rable 
. 
Fleaca Lined at 50e, $1.00 and 
$1.50 Per Qarmeat 
Un io n Saits at Si s5. » 2 .0 0 , » s.5 0 an d » 4 o o 
Wo o l Half Ho se, black s an d fan cies, 2 5 c 


Firemen Get Increa se 
The a nnua l wa ge co nferenc| o f tne 
New Yo rk Centra l ra ilro a d ^ th its 
firemen wa s co mpleted in New Yo rk 
Frida y . Va rio us a dv a nces 
were ma dft 
in the w’a ge sca le, a nd no decrea se« . 
The increa se in wa ges fo r the fire­ 
men a mo unts, it is sa id, to a n a v er­ 
a ge o f between G a nd 7 per cent 
Abo ut 3,000 men a re a ffected. It a p­ 
plies to a ll the lines o f the New Yo rk 
CenlrrJ ex cepting the Bo sto n a nd Al- 
,ba ny . 
The AYa ba sh a nno unces increa st 
wa ges fo r firemen o n the middle div l 
Ipn. ''hey will get $2 .10 a nd $2.21 
per IC O miles instea d o f |2 a nd $2 .10 
o n pa ssenger engines, a nd $2 .5 0 a nd 
$2 .60 per 100 to $2 .60 a nd $2 .70 pelf 
100 o n frei^t, the size o f the engine 
go v erning the ra te. 


In all th e d elicate sh ad es th at are so p o p u lar 
th is seaso n . 
Ou r scarfs are cu t 2 
% in ch es 
wide. 48 in ch es lo n g , an d are eq u al in ev ery 
way to th e k in d th at y o u p ay $1 .0 0 elsewh ere; 
o u r p rice........................................................ 50c 


New Job for Missouri Pacific Man 
It is a nno unced tha t Ho ra ce Ba ker 
geà era l superintendent o f the so uth 
em district o f the Misso uri Pa clfl 
ro a d, with hea dqua rter» in U ttl 
Ro ck, Ark., ha s been a ppo inted gei 


(Co ntinued o n Pa ge Ten.) 


IDAY 
DEMOCRAT, 
SU K O ,Y 
,,.ov.r,n ER 2=. 


Hoosier School Shoos 


tbAYiNTS IN SOCIETY 
last Jal}',. retn rn ed to his ho me last 
Week*. 
r 


INFANT’S 
$1 .2 5 
Sizes 5 to 8 


CHILDREN’S 
$1 .5 0 
Sizes Si t It. 


MISSES’ 
$1 .7 5 
Sizes 12 to 2, 


UDIES’ 
$2 .5 0 
Sizes 2 to 8. 


I hav e recen tly p laced In sto ck 
a 


co mp lete lin e o f the celebrated HOOS­ 


IER 
SCHOOL 
SHOES fo r In fan ts, 


children ’s, misses' an d ladies' wear, 


ran g in g In p rice fro m |1 .7 5 to |2 .50 . 


acco rdin g to size. 
These sho es hav e 


been so ld in the trade fo r thirty -fiv e 


y ears, an d the n ame H O O S I E R 


SCHOOL SHOE is sy n o n y mo u s with 


satisfactio n —^an d an abso lu te g u aran ­ 


tee g o es with each an d ev ery p air. 


With the additio n o f this ex cep tio n al­ 


ly stro n g lin e o f sho es I hav e the 


mo st co mp lete 
lin e o f S C H O O L 


SHOES ev er sho wn 
in 
this 
city . 


SHOES that 
aro 
back ed 
by the 


mak ers. ^ SHOES that are mo n ey -sav - 


era to the p u rchaser. 
SHOES that 


are n o t eq u alled in the chan n els o f 


trade fo r the p rice. SHOES that g iv e 


satisfactio n . 


Some of the “ 
Happenings” At 
Sweet Springs. 


-Mrs. Do n Ren ibert an d baby arc 


" roiI 
Dallas, Tex as. 


IT IS A CHARGE FOR STORAGE 


Cu rn u tt, who is atten din g a 
bu sin ess co lje-e in Sedalia, is here 
tin s week , o win g to illn ess in his fam- 
il.V. 
WARM SHOES 


Perso na l Pa ra g ra phs a nd Other Ma t­ 
ters o f interest to Rea ders 
o f the Demo cra t. 


s 


I METHODS TH A T HAS MADE OUR SUt jESS POSSIBLE PRE- 
I 
1^* 


HE SAME KONEY-SAViNG VALUES— TH E SAME CARE 


IN FITTING SHOES— TH E SAME CHEERFULNESS IN 


m a k i n g d e f e c t s IN 
SHOES 
RIGHT — T H E 
SAME 


COURT EOUS T REAT M EN T — T H E SAME 
B U S I N E S S 
LANE 


NOTHING BUT SHOES. 
222 OHIO STREET, SEDACia, Mo. 


Serv ices Tha nksg iv ing Da y . 
The u n io n serv ices at the East 
Bro adway Christian an d First Bap tist 


chu rches ' o n Than k sg iv in g day will 
beg in p ro mp tly at 1 0 :2 0 o 'clo ck a. m. 
The p u blic is In v ited to be p resen t. 


i Sp ecial to the Demo crat. 
Sweet Sp rin g s, No v . 24. 
.Mrs. M. G. Bro wn wen t to Kan sas 
^tty Satu rday aftern o o n fo r an o v er 
Su n day v isit. 


T. C, An drew is in Kan sas City this 
w'eek to atten d the co mmercial co n - 
j g ress. 


I 
Miss Ru by .lo lly , o f Sedalia, was the 
j charmin g g u est this week o f .Mrs. R. 
Sam 
Hay s an d 
Miss Fan n ie M.jy 
, Bellamy . 


H. Stro n g 
Smith an d family , o f 
Du n k sbu rg , will sp en d the win ter in 
Kan sas City , retu rn in g to the far.m 
fo r the su mmer. 
• 
Mrs. Lee Hlck lin an d so n are in St. 
Jo sep h, the g u ests o f relativ es. 
G. P. Ro bin so n Is at ho me fro m 
Lo wry City , where he has been in 
bu sin ess fo r sev eral rp o n ths. 


Miss Ev a Tisdale an d L. D. Tisdale 
will 
g o to Kan sas 
City to sp en d 
Than k sg iv in g with Miss Virg in ia Tis- 
dale. 
R. 
W. 
Prig mo re 
an d 
dau g hter. 
Hazel, left Mo n day aftern o o n fo r their 
ho me In Seattle, Wash. 
Mrs. Bettie Chlp man an d dau g hter, 
Miss Mary , are g u ests at the City 
Ho tel fo r the win ter. 
Mesdames Chas. Kelley an d W alter 
Stallin g s retu rn ed Satu rday aftern o o n 
fro m a v isit with their mo ther at Co le 
Camp . 
Ben < Crain , wife an d baby , wen t to 
Hig g in sv ille Satu iday aftern o o n fo r a 
few' day s* v isit with relativ es. 
Miss Ro sa Falk reth, o f Rich Hill, 
came in Tu esday mo rn in g to atten d 
the fu n eral o f Mrs. M. F. Prig mo re. 
W. H. Gain es, o f Marshall, came 
o v er Mo n day , an d is v isitin g ,T. L. Go g - 
g ln an d family . 
Mrs. B. J. Pelo t. o f Pu eblo . Co l., ar­ 
riv ed Thn rsdav fro m 
V v isit In Chi­ 
cag o , 
an d is v isitin g 
with frien ds 
here. 
Rev . A. L. Rhea, o f So mmo rv ille. 
Ten n ., 
who h.^s had charg e 
o f the 
Presby terian chu rch in this city sin ce 


The Su n day mo n i.-cg serv ice at the 
Mctho di.st chu rch will be co n du cte.1 
by Rev . E. J. M'ai ren , p residin g elder 
Will Hedg er, o f Vern o n , Tex as, is 
here fo r an ex ten ded v isit with his 
p aren ts. 


Harry Matthews an d wife, o f Ho u s- 
to n ia, came u n last Su n day to v isit 
Mrs. Matthews’^ ^ ^n ts. 
Miss lln a Ap p idtv ^^ who fo rmerly 
resided in Sweet Sp rin g s, an d is n o w 
a stu den t at Co tiey co lleg e, Nev ada, 
will g iv e a recital at the Metho dUt 
chu rch Tu esday ev en in g , No v ember 
i7 . Miss Ap p leby was a reader o f 
mark ed ability sev eral y ears ag o , an d 
has been co n stan tly imp ro v in g sin ce 
then . 
She will be assisted by Miss 
My rtle Smith, who se v o cal selectio n s, 
are alway s ap p reciated. 
A weddin g o f in terest to man y resi­ 
den ts o f Sweet Sp rin g s, the bride’s 
o ld ho me, 
was that o f Miss Fan n ‘e 
Kin caid to Ro br. E. Ward, in Kan sas 
City , 
No v ember 
12. 
The 
bride’s 
father, Chas. Kin caid, was co n n ected 
with the Chemical Ban k in this city 
fo r y ears, remo v in g fro m here to Mar­ 
shall, which p lace was also the ho me 
o f the g ro o m. Mr. an d Mrs. Ward 
will reside In Kan sas City , he bein g 
p residen t o f the Kan sas City Co mmer- 
eial News Ag en cy . 
The first n u mber o f the seaso n 's 
lectu re co u rse was g iv en in the Bap ­ 
tist chu rch Friday ev en in g , by Ern est 
J. Slag , the n o ted lectu rer an d en ter- 
taln er. Mr. Sias was at his best o n 
this o ccasio n , an d his ren ditio n s wei*e 
o f the hig l|est o rder. 
In the death o f Mrs. M. F. Prig mo re 
last Mo n day aftern o o n at her ho me 
in this city , o n e o fv .Sweet Sp rin g s' 
iio blest an d best wo men has g o n e to 
her reward. 
She was a n ativ e o f Pet­ 
tis co u n ty , an d liv ed there all her 
life 
u n til her 
remo v al to Sweet 
Sp rin g s 
sev eral 
y ears ag o . There 
su rv iv e herr her hu sban d, tw’o so n s, 
an d an ado p ted dau g hter, Miss Ro sa 
Falk reth, who hav e the sy mp athy o f 
the en tire co mmu n ity in their be­ 
reav emen t. Mrs. Prig mo re had been 
fo r man y y ear.s a faithfu l member o f i 
the Christian chu rch at Mt. Zio n , an rl 
later fti this city . Fi n erai serv ices 
%\ere l|eld in the fo rmer chu rch, co n - 
ilu cted by Rev . F. B. Elmo re, after 
whicb the bo dy was laid to rest in Mt. 
Zio n ceemtery . 


We Ha v e the C^ea test Line o f Felt Sho es a nd Slippers 
Ev er Sho wn in Seda lia . 


Prices, 50c to $3,50 


Wm. Courtfley 


en t, an d Irwin Rau t, rep resen tativ es 
o f the In tern atio n al 
Co rresp o n den ce 
scho o l, o f Scran to n , Pa., g av e an o y s­ 
ter su p p er last n ig ht to their lo cal stu ­ 
den ts, say s Friday 's Jefferso n City 
I^m o crat. A meetin g was first held 
at the p u blic library , where Rev / Wid- 
g er g av e a v ery in terestin g an d in ­ 
stru ctiv e address, 
after which 
all 
p resen t wen t In a bo dy to Weeber’.s 
cafe an d sp en t an en jo y able ev en in g . 


Pro f. Rig g s’ Lecty re» 
""S "" ■ 


An Apprecia ted Co mpliment. 


Ga v e Students a Supper. 
J. F. Kemn iell, div isio n su p erin ten d- f 


Miss 
Helen Go o dy ear, 
the g ifted 
reader, has accep ted an in v itatio n to 
g iv e tw'o readin g s at the first an n u y l 
co n cert o f the Jefferso n City Ladies' 
Mu sical clu b, o f which Mrs. .1. W. 
Fo lk , wife o f Go v . Fo lk , is p residen t, 
o n December Cth. 
The co mp limen t is 
ap p reciated n o t o n ly by Miss Go o d­ 
y ear, blit by her leg io n o f frien ds in 
Sedalia as well. 


Pro f. Sp illman Rig g s, a htn Hcro fOB 
lectu rer an d character delin ^to r, die- 
liv ered 
an elo q u en t 
lectu re 
to m 
cro wdea n o u se at the F irst M, & 
chu rch Friday n ig ht. Mr. Rig g s' 
was in terestin g , in stru ctiv e 
tiv atin g fro m start to fin ish, an ii 
lig hted all who atten ded 
Amo n g the au dito rs o f Mn 
was “Jak e" Bran dt, the g ro cer, idhip 
in co mmen tin g o n the address 
Th a t man to ld the tru th, an d 
bu t the tru th, an d y o u can 
teil 
p eo p le so fo r meJ' 
4 


Fidelity Co u n cil 


I 
Fidelity co u n cil No . 
K. 
I*, ctf 
S., at Friday n ig ht's meetin g , 
o n fiv e ap p licatio n s, in itiated 
M m 
Kathle' i Sw'een ey an d made arrg n ag e- 
n ien tv /o r a so cial to he g iv en 
st Idk e 
R. T. o f J. hall n ex t Friday n Ig Sit- 
DAYS iThe Uflconditional Surrender to the PuWi 
Furious Selling 
OF 
Lo dg e, Staley & Co.’s JWag n ifiœn i Sto ck 


OF 


f' FURNITIJM, lUJGS, CARPETS APfl> 
HOUSE rURNISHHSIGS 


i 
'■tx- 


Announcement 
/ 


H ii 
Stdifa fro m « 


o f m o .., ..„ .g 
The ,id. ¡„ ¡.i.g . 
Like 
g „ „ 
g , j „ . ¡ * 
„ 


-e s upo n. 
a tis e 
uy ers ta lk with thsir friends, who co me ea g erly to secure their sha re o f b r- 


g *ms 
Its no t a questio n o f co st o r v a lue o f g o o ds. 
It’s a questio n o f fo rcing o ut the sto ck in a 
limited time. 
It s ev ery bo dy s cha nce, a nd a welco me to a ll. 
No o ne ha s to ta ke a ba ck sea t o r ea t 
a t the seco nd ta ble. 
Co me a nd ma ke ha y while the sun shines. 


I Specia lly inv ite buy ers 
interested in fine ma ho g a ny 
a nd o a k furniture to ca ll in 
the mo rning s, ta ke time a nd 
ex a mine the g o o ds (specia l 
price co ncessio ns a t priv a te 
sa le) o r ma ke selectio ns fo r 
the a uctio n. Select ho lida y 
presents no w— 
da y s to 
Xma s. 
G eo. W. VV 
isnom, 
Auctio neer. 


Fiv e Da y s Mo 2 e o f Auctio n 


To a cco mmo da te the increa sing cro wds, 
Two Grea t Sa les will b e held d a ily 
a t 2;30 a nd 8 A a ,. 
It s the La st Act no w. 
Help y o urself. A Whirhvin I Finish a t the Big Furniture Auctio n. 
LODGE STALEY 
CO■ 


: 
r 


118-120 East Third Street 
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SEDALIA SUNDAY DEMOCRAT; SUNDAY MORNING, NOVI 


Thanksgiv ing Time 


Means cold weather; cold weather means 
more clothing, and nothing is better to ward 
oil the cold than a cloak and a nice set of 
furs. 
Come in atd let as show yon the best 
and largest line of 
. 


A LEADING WOMAN 


Miss Virginia Harned Was 
Nev er a Juv eitile. 
T h e U . S . is G u a r a n tor 


Cloak s and Fnrs 
You have ever seen in the city 
Cloaks in 
all tne popular styles, colors and fabrics and 
nylhing you could wish in the Kne of furs. 
In our 
Blank et and Comfort 


Departmenfwe are prepared to show you a 
large and very complete line of cotton or all 
wool blankets and a beautiful assortment of 
our home-made comforts 
We have 


PRESENT “THE LOVE LETTER” 


The Renowned Star Will Be Seen at 
The Wood Opera House Mon­ 
day Nioht, the-26th# 


Undeiwear and Hosiery 


For infants, children, ladies and men. Every­ 
thing to keep you warm is to be found in 
this stock. 
New Ideas for Holiday Use in Our Art Dept. 
Sole Agent for Betlerlok Batterne 
H. W. MEUSCHKE 


0 ORNER ORIO AMO TNIRO 
’BRUMES SS7 


St. Vincent de Paul Council. 


St, Mncent de Paul’s council No. 
f 
38, K. F. M., will meet in regular ses­ 
sion at the Glass hall this afternoon. 
\ 
-...................■I—— 
^ 
Itfan’e Unreatonableness 


rs often as great a » woman’s. But 
Tfaos. S. Austin, manager of the “ Re- 
pabHcan,” of Leavenworth, Ind., was 
Bot unreasonable, w h^ he refused to 
bMow' the doctors to operate od his 
wife, for female trouble. ’Tnstead,” 
he suys, “ we concluded to try Electric 
Bitters. My wife was then so sick she 
could hardly leave her bed, and five 
(5) physicians had failed to relieve her. 
After taking Electric Bitters, she was 


p e r f e c t ly cured, and can now perform 
all her household duJUes.” Guaranteed 
liy Mertz A Hale, druggists, price 50c. 


tured hip by being run down by one 
of the Huston 
Transfer 
company's 
cabs, driven by Frank Wells, August 
17. 1006, has brought suit In the Pet­ 
tis county 
circuit 
court for |6,000 
damages and costs of the suit. Plain­ 
tiff’s attorneys are W. D. Steele and 
A. L. Shortrldge. 
\ 


Got Rabbits and Quail. 


E. R. Adams, former deputy con­ 
stable, 
wife and 
children, returned 
Friday night from a hunting trip with 
the family of Edward McMurray, at 
Windsor. Ed killed a number of rab- 
bits and quail. 


'P 
Brought Suit for $5,000. 


Mrs. Minnie Bouldin, wife ef Col. J. 
r» Bouldin. and wlio » ustatefed a frac- 


Get your foriune told by Prof. Dun­ 
can. the blind; corner Lamlne- and 
Pacific. 


Police Co'urt Cases. 


In police court Saturday. Nase Goff 
was fined $10 for disturbing the peace, 
while a similar charge against Archie 
Goff was dismissed. 


‘3 
^ 
í J ^ r f i ñ T c T í t h á ^ S a ^ ^ ^ n ^ ba S ^ l J s ^ A y c ^ 
c T t . 
f f 
H a ir V ig or, ne w im proTisd form u la , sy tte m a tic - 
Y I f f ^ 
IL .d C ir K ally, conscieotioualy, and you wül get resnlu. 
‘ ■ • 
^ V e know it stops falling hair, cures dandruff, 
and is a most elegant dressing. An entirely 
• - 
New bottle. New contents. 
Ha ir 
new preparation 
23dc* « 06 
or eb« ac« 
the eo'DF cftîi« huir 
... 
J. O. Ay er Co., 
'ell. 


BARGAINS AT 
MESSERLY’S STORE 


.4 . 


ipÉ aA L PRICES ON 
LAdies’ Cloaks 
Men*s Ov ercoats and Su its 
Blankets 
Underwear 


f 
• 
Hosiery 


ALL NEXT WEEK 


m 


There is an unusual InteiXiSl in the 
coming appearance 
of Miss Virginia 
ITorned and her compan^^ u nder the 
Shiibert maiiagement at the Woods 
Opera House Monday night, tho 2(Uh., 
in the latest 
of Victoiien SarJou ’s 
play s, “ The Ix >ve Letter,” not only 
becau se of Mis.s Harned’s great abil­ 
ity and high place in the dramatic 
art, bu t becau se by a combinay on 
of 
clreu mstances she has recently been 
prominently in the pu blic ey e as 
a 
ru mored acqu isition of tlie Gelasco 
forces, and she has been the center 
of discussion among theatrical men 
raid theater going people everywhere 
in this cou ntry and abroad. 
In spite of the persistently repeat­ 
ed reports that Miss Harned was to 
take up the work of Mrs. Leslie Car­ 
ter when that Belasco star set matri­ 
mony between herself and the man­ 
agement, she has been 
studying hanl 
at what promises to be one of her 
most successful roles, under the man­ 
agement of the Shu berts. 
No woman on the stage has had 
just the ex perience of Miss Harned, 
and she is unique in one respect— 
that she was never a child, never a 
juvenile, but always a leading wo­ 
man. She is a nativi of Boston, and 
joined Gechge Clark’s company at the 
age of six teen years, appearing as 
Lady Despar in “ The Corsican Broth­ 
ers.” She made her metropolitan de­ 
but at the Fourteenth street theatre 
on March 31. 1S90. in “ A Long I^nc, 
or Green Meadows,” and afterward 
was engaged as leading woman for 
Edward H. Sothern, under the man­ 
agement of Daniel Frohman. 
Her 
fit'st.great hit was in the “ Dancing 
Girl,” with Sothem, which had a suc­ 
cessful run of tw'o seasons. Then she 
liecame leading woman in A. M. Pal­ 
mer’s stock com ply and on March 11 
18 95, created the greatest role of the 
¿ iecade--^lhat of “ Trilby” in the play of 


i 


o 


Sí 


for every bottle of our'Rye and 
Bourbon Whiskey, because 
we strictly obey the law 
passed |by U. S. Con­ 
gress and signed by 
the President (March 
3rd, 18 9 7). Hence 
those who really 
value a Pure'Whis­ 
key should demand 
bottled 
in bond 


Nr- Brook 
PURE FOOD 


CONFOl 
ITILLED IN KENTUCKY 
Di EVERY KESreCT to thé PURE FOOD LAWS of Ulc' V. S. 


The U. S. euarantees that It Is bottled unoer nie’ dlrect 'aupervlaioo 
« 
Its pure, iioneat, natural atate and then sealed by 0 . S. Tfw an iy p ^ _ a “ C T ^ N CTAM P. _ 
Sunny Brook was the o n ly Whiskey awarded C ta n d M s c and Cold M ed a l at St. Lonts 
W orld’s Fair. 
------------------------------------ --------------------- ------- - 
SUNNY BROOK M SYILU akY CD*. M ic n o n Connty, K y . 
D. MURPHY & GO. Distributsrs, Sedalia. 


THREE MEN HELD. 


It Is Alleged They Looted a 
Bank at Odin, III. 


IDENTIFIED BY WITNESSES 


ing the amount of wood used and the 
product produced from woods of all 
kinds. There are ei^ty-two distilla­ 
tion plants throughout the United 
States, at which wood alcohol and 
other products are made. 


A HOWL GOES UP. 


“ Joint" Cities -In Kansas Do Not Want 
To Close Up. 


Pryor’s Band Disbanded. 


that name as dramatized by Paul Pot­ 
ter. As the original Trilby and with 
Lackaye as the 
original 
Svengall, 
the season opened at the Park thea­ 
tre in Boston was one of the most 
notable In history; an« l although Miss 
Hamed’s name had become 
widely 
known, it rang through the country 
as the center of q furious discnsslor. 
which “ Trilby” evoked, and she had 
made both theatrical and literary his­ 
tory. 
Beerbohm Tree produced tho 
play the following year in London, 
and the “ Trilby” craze spread over 
two continents. 
Then she went back to Sothern, 
the following season, in “ An Enemy 
to the King.” and during the run of 
that play they werl married. 
They 
toured in a great revival of the “ La­ 
dy of Lyons,” which was followed by 
another of her famous roles in “ The 
Adventures of Lady Ursula.” 
Undei 
the management of Charles Frohman 
she played “ Alice of Old Vincennes,” 
hen “ Iris” for two years, and after 
^hat she and Sothern produced one 
of his own plays. “ The Light that 
LJes in Woman’s Eyes.” 
Last year 
played “ La Belle Marsellalsd,” but the 
piece was abandoned before Christ 
mas because of a lack of interest on 
the part of the box cflice patrons 
Miss Harned took a deserved rest, 
going to Europe for an ex tended tour. 
While she was abroad the Shuberts 
aecured the rights of “ The Love Let 
ter” and offered her the stellar par 
of Madame Revlllion, which fltfe her 
adtnirably. The play is riotous with 


May Have to Face Like Charge at 
Murphysboro, Illinois^ Where 
Cashier Was Killed. 


A. 
Robert 
J. Sullivan, 
William^ 
Tracy, 
alias George 
Arnold, 4ilas 
George Thompson, and Henry Cole­ 
man. alias George Miller, held here in 
connection with the sensational rob­ 
bery of the Odin bank, were bound 
over to the January term of court at 
the preliminary I hearing in Justice 
Brinklnhoff’s court here yesterday. 
Bond was fix ed at |1,000 each, says a 
Salem, 111., dispatch. The three weie 
committed to jail. A ^eclal Jury will 
be called to try the case. 
Fifteen witnesses were ex amined by 
the 
prosecution, 
State’s 
Attorney 
June C. Smith and Charles E, Jen 
nings appearing for the people and F. 
F. Noleman, of Centralia, for the de­ 
fense. 
It was shown conclusively that 
these three men, in company with two 
other strangers, were seen in and 
about Odin for two days previous to 
the bank robbery, which occurred on 
the morning of October 26. 
The strong witness for the prosecu­ 
tion was A. D. Hill, a St. Louis travel­ 
ing salesman, who got off the mid­ 
night train at Odin, on the night of 
October 25, and on his way across 
town he was accosted by a stranger, 
whom he 
positively 
identified 
as 
Tracy. 
* 
Another strong witness was Rev. A. 
D. Weber, an Odin minister, who tes- 


Arthur Pryor’s band, which played 
at the New Sedalia theater two vreeks 
ago yesterday, has been disbanded at 
Topeka, after several months of poor 
business. Pryor was formerly a trom­ 
bone soloist witb Sousa’s band and re­ 
ceived a large salary. He was dis­ 
satisfied, however, and used his earn­ 
ings (o organize a band of his own. 


“ I Thank the Lordi" 


Cried Hannah Plant, of Little Rock, 
Ark., “ for the relief I got from Buck- 
len’s Arnica Salve. It cured my fear­ 
ful running sores, which nothing else 
would heal, and from which I had suf­ 
fered for 5 years.” It Is a marvelous 
healer for cuts, burns and wounds 
Guaranteed at Mertz & Hale’s drug 
store; 25c. 


Didn’t Spend a Pinny. 


4tAbsolutely nothing.” 
These two 
words are all that E. T. Behrens, of 
Sedalia, socialist candidate for supei> 
intendent of public schools, had to say 
in the statement filed with the state 
department, under the provisions of 
the corrupt practices act, which re­ 
quires that candidates file a report of 
their campaign ex penditures. 


The proceedings instituted ^ At­ 
torney General Coleman, of Kansas, to 
oust the mayors of Pittsburg, Junc­ 
tion City, Leavenworth, Wichita and 
other cities, because of their failure 
to enforce the prohibition law, caused 
the Atchison Globe to print the follow­ 
ing Friday afternoon. 
“ Wichita, Leavenworth, Wyandotte, 
.Junction City and Pittsburg, having 
been attacked by the attorney gen­ 
eral, Atchison probably will not es­ 
cape. This is to be regretted becanso 
the attack means a lot of bitterness, 
a lot of quarreling and a lot of dam^_ , 
age, but not more temperance. 
“ Atchison has been through the 
mill; 
it knows 
that, 
after a few 
months’ quarreling and bitterness, 
old conditions will return. It is not 
possible that the officers can forever 
devote the amount of time to the pro­ 
hibitory law necessary to enforce it 
Any great movement is alway^Jiÿ ib^ 
ed by a revérsal of public sentiment. 
“ We will have a row to oblige a 
Î0W of the Kansas politicians and the 
Missouri newspapers, hut no good will 
come of it. On the other hand the re­ 
sults will be harmfuL Missouri is 
now ‘running’ Kansas. Quit saying 
‘poor old -Missouri.* ” 


Quit Because Mother Is III. 


Miss Pearl Sanders, a Bell Tele­ 
phone operator, has resigned her posi­ 
tion, effective December 1st, owing to 
the illness of her mother. 


A Disas^us Calamity. 


It is a disastrous i^amity, when you 
lose your health, because indigestion 
and constipation have sapped it away. 
Prompt relief can be had in Dr. King s 
m w life Mils. They build up your 
digestive organs, and cure headache, 
dizzin^, 
colic, 
constipation, 
etc. 
Guaranteed at Mertz & Hale’s drug 
store; 25c. 


aumir» w*.v. 
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tiffed that on October 24, Tracy and 
fun nnd complicated 
comedv sltua- 
inquired of him where the 
4-Hii kcMaf v e in 
« 
. . .. 
TT 
I17!ac 
Mistake 
a 


tions, and Is written to the best vein 
of the greatest playwright in France. 


Morey Sale November 28 . 


On account of bad w eather the sale 
advertised by ^Walter Morey for Wed­ 
nesday, November 21st, has been post­ 
poned until Wednesday, Novenmer 
28 th. 


For Sale—My six -room cottage on 
southwest comer Massachusetts and 
Eleventh streets.—W. H. Blandin. 


‘ollmin- 
Danger. 
Ostend—Say pa, what are 
ation races? ” 
-Automobile llfccs for the ellm- 
Pa- 
Inatlon of 
—Chicago 


. J o . 


Ne-v 
hurafn racé, my son.'* 


Beat Stove and SteaAi^ Coal. 
We can furnish you with the best 
grade of furnace coal for $2.25. See 


u s about IL ’Phono 157. Huston Coal 
Co. 
r 
CHAS. E MESSERLY 


Want.d—Girl ior general houaft- 
work. Apply « 0Î South Osage street 


For Rent—SlJt-room house on West 
Third street.—^John J. Tester, $03 
Grand avenne. 


home of Cashier W. H. Farthing was 
located. 
j 
Cashier Farthing 
alco Identified 
Tracy as having visited the bank on 
October 25 to secure change for a $10 
bin, 
and Mrs. Farthing 'testified that 
Coleman and Tracy visited her home 
on that day, asking for food. 
The evidence of Cashier Farthing 
showed 
that $1,28 1.50 
In currency. 
$8 53 in county orders, $75 in cos.1 
mine orders, $309 In postage stamps, a 
Masonic emblematic ring valued at 
$75, and four watches with a value 
of $60, were taken from the looted 
money box . 
Should the men fall of conviction 
here, they will be taken to Murphys- 
boro, in., the scene of the Vergenes 
bank robbery, during which the cash­ 
ier was killed. 


B « y 
E le c tiv e L tim p C oa l 


Wed Twenty-five Years. 


Mr. and Mrs. Jas. B. O’Brien, SIS 
West Fifth str^L celebrated the 
25th anniversary of their marriage 
Thursday evening* 


It is the best stove and grate eoai .on the markeL. We are also making 
a special price on Windsor coal of $a 50 per ton 


Note special prices for this week on groceries and fe^ . 


Best hard wheat flour per cwt ---- $1.75 
Best soft wheat flour 
$1.70 
20 lbs. best granulated sugar ..$1.00 
Potatoes (5 bu. lets) per bu 
Apples per bu. .••••..... •>* • •. 
4 cans best sweet ^ m . 
3 cans best peas .. i 


.95 
M 


4 5 


5 gat, best oil ........ * - • -SS 
100 lbs. soft wheat b r a n ........$1*00 
100 lbs. ship Miuff• 
1.19 
100 lbs. ground c or n ............ M 
Northern white oats bu....... A2Yz 
Prairie hay per bale..........35c40e 


i. 
4 51 Prairie hay per ton.. . . . . . . . . . .$9 .^ 
MENEFEE 


Missouri Leads In Woods. 


In statistics cc-mpiled by the forest 
service of woods used for distillation 
in the 
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TRY CARTERS* BREAD 
If your grocer cannot supply you, call up 


O 
A R 
T E R 
B R O 
S . B A ^ 
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V 


1115 E. Fourth St. 
Qneen City Thon® *5 
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SEDALI A THEATER. 
ch o f beauty U> the o ther latter * 
nay ballets. 


“ Hap Ward.” 


“Mayor of t ^I o” Will Be the 
Attraction Toright. 


THEN COMES FOXY GRANDPA 


‘*Hap Ward** in “ No t Yet But So o n” 
appears at the Sedalia theater Satur- 


Will Be Seen Thursday, Matinee and 
Hap Wo o d o n the 18th 
Of December. 


Peanut Ballet. 
The little mercurial nymphs who 
c'ppear as o ne ci the star hits in The 
Mayo r o f To kio /’ which co mes to the 
New Sedniia ilicatre 
to night, hav e 
oreat^^d euite a sensatio n, so it is 
¿ aid, in ev ery city they hav e played. 
Tho peanut ballet are the o riginal 
tuircei's and rciilly the niainstai-s o f 
the famo us Marcus Orlando Kidder’^ 


GI VI NG OF PASSES. 


Can Railroads Exchange Them 
for Advertising? 


MONON ROUTE THINKS IT CAN. 


The United States Supreme Co urt is 
To Hav e An Oppo rtunity to 
Decide the Matter. 


The United States supreme co urt. 
a Chicago dispatch says, is to be aske^ 


LUCY DALY with Hap Wo o d In “ No t 
Yet But So o n.” 


day, December 18th. “ No t Yet But 
Soon** is a fun sho w pure and simple, 
and the amusing co mplicatio ns tread 
o n each o ther's heels so fast they fo l­ 
lo w. The character assumed by Mr. 
W'ard Is called ‘‘Bill Nerv e** and he is 
all that his name implies. The scenes 
o f the piece are laid at Pro f. Nutt’s 
sanitarium, “ Bug Ho use o n the Hud­ 
son.** Fo urteen musical numbers, a 
beauty cho rus and a co mpany o f fifty, 
including Lucy Daly, are pro mised by 
fhe management. 


I 
Fo xy Grandpa. 


JOHN L. KEARNEY 
To kio .” 
in “ Mayo r o f 


co mp an y o f Ko miQu es, a tro u p e, so 
rh e sto ry o f ih o p lay g o es, th at 
left 
San Fran ciscd fo r q u ite an ex ten d ed 


Altho ugh well info rmed 
o n mo st 
subjects, Chub and Bunt, the bright 
yo ungsters who will be seen here 
with Fo xy Grandpa, Baker and Hart’s 
iamo v ': carto o n musical co medy, at 
the New Sedalia theatre next Thurs­ 
day, matinee and 
night, 
spend a 
great part o f their spare time reading. 
The bo ys go in fo r the better class 
o f bo o ks while the members o f the 
cho rus learirtt> 
^t no v els. Manager 
Fred Weis keeps the yo ungsters sup­ 
plied with go o d who leso me reading 
matter which they dev o ur when they 
are no t playing pranks ui>on the mem­ 
bers o f the co mpany. 
Chub and Bimt lo o k with sco rn up­ 
o n any o ne who wo uld be guilty o f 
reading cheap paper no v els o f the 
blo o d and thunder type. 
So metime.s 
irio and 
Au stralia. This wo n ­ 
d erfu l 
o f terp sich o rean 
j b etween .acts th e stag e carp en ter o f 
po;*^ 
nav e been in ciintinual reheai- 
saF'fo r o v er six weeks. 
Prev io us to 
to tlio beginning o f this recent siege 
o f reaearsals 
they were 
tegethei* 
wo rkiug ev ery day and ev ery night 
in “ The Mayo r o f To kio ’* co mpany 
.v fiilc enro ute during the to urs o f 
and the extended runs in Chicago 
cf 110 nights. New Yo rk six weeks, 
Bo sto n six weeks, Philadelphia three 
weeks, and Baltimo re three week.s. 
In the wmy o f a no v elty fo r a tro upe 
o f ballet dancers they are a distinct 
hit, all o f them being v ery yo ung, but 
few o f them being o ut o f their teens. 
Many o f the papers hav e dubbed them 
The dancing . sprites.’* 
So chic and 
co quettish are they that to lo o k at 
them dunng the executio n o f their 
special number Is as refreshing al­ 
mo st as taking a drink o f co o l spring 
water o r a glass o f rare o ld wine. 
This was the remark o f a dramatic 
critic in Bo sten who drew the co m- 
o f 
tiiis exquisite 
dancing 


the Fo xy Grandpa sho w hurries o v er 
a page o r two o f the thrilling deeds 
o f the James bo ys, since be expects 
so me day to lieco me a real stage 
v illian. Whenev er he Is caught with 
o ne o f these bo o ks he is set ui>on by 
Chub and Bunt and the thriller is 
to rn to pieces. 
Manager Weis up­ 
ho lds the bo ys in this and Jthe car­ 
penter’s apireals fo r pro tectio n fo r his 
reading matter hav e been in v ain 


parlscn 


DONT SHIVER 


a l l w i n t e r 


just because yo ur blo o d Is in an im­ 
p o v e r is h e d co nditio n. Take a do se o f 
the Bitters befo re each meal. It will 
assist the sto mach in its wo rk o f di­ 
gestio n, make plenty o f rich, warm 
blo o d, and prev ent Chills and Co lds. 


HOSTETTER’ 
S 
STOMACH BIHERS 
also cure Dyspepstai Indigestio n, Co s­ 
tiv eness, 
Female 
Ills, 
Bilio usness, 
Flatulency and Malaria 


Lo st—An 
English 
po inter 
bitch 
do g, white and lemo n co lo red. Re­ 
turn to W. E. Mo mberg, 
520 
East 
Fo urth street and receiv e reward. 


to pass upo n the questio n whether a 
railro ad co mpany can issue transpo r­ 
tatio n in exchange fo r adv ertising in 
newspapers. 
A test case is to be 
made in Illino is, o r rather, an o ppo r­ 
tunity is to be giv en the interstate 
co mmerce co mmissio n to hav e the 
co urts 
pass upo n 
their ruling that 
no thing but mo ney can be lawfully re­ 
ceiv ed o r accepted in payment fo r 
transpo rtatio n. 
Sho rtly after the new rate law went 
into effect the questio n came befo re 
the co mmissio n, and that bo dy decid­ 
ed that o nly mo ney co uld be accepted. 
The justice o f this ruling was no t 
seen by the legal department o f the 
Mo no n railro ad, and Geo rge Kretzln- 
ger, general co unsel, and E. C. Field, 
general so licito r, wro te to the inter­ 
state co mmerce co mmissio n and gav e 
their co nstructio n o f the law, backed 
by decisio ns o f the co urts. 
They said they had carefully, co n­ 
sidered the law befo re the pro mulga­ 
tio n o f the rule, and, under their co n­ 
structio n o f the law, had entered into 
co ntractB in go o d faith with publish­ 
ers fo r the publicatio n o f time cards 
etc., and fo r the payment o f such ser­ 
v ices in transpo rtatio n at the rate 
fixed by the Mo no n’s duly • published 
tariff, which, in ev ery instance was 
the exact equiv alent o f the agreed 
price fo r publicatio n. 
The law, they said, no where pro ­ 
v ides that payment fo r transpo rtatio n 
shall be in mo ney, and it must there 
fo re fo llo w that the freedo m o f co n­ 
tract as between a railro ad and an 
indiv idual is precisely the same as be 
tween o ther citizens. If this be true, 
they went o n to say, it is difficult to 
understand wh3n o ne do es a serv 'io e 
fo r a railro ad co rpo ratio n, under a 
intract made in go o d faith, and fo r 
agreed co nsideratio n, admittedly 
farr, that the parties may n o t mutually 
stipulate fo r the payment in anything 
but mo ney. To bo ld o t h e i ' t h e y 
urged, is to deny the freo tio m o f co n­ 
tract to a particular class. 
The Interstate co mmerce co mmis­ 
sio n, hav ing made a ruling o n the sub­ 
ject, will likely adhere to it, the 
no n railro ad will so o ner o r later bn 
no tified to appear, and this will be tue 
first step to ward a co nstructio n by 
the supreme 
co urt 
o f the 
United 
States o f the co mmissio n’s Intcrpreta- 
tatlo n o f the new railway rate bill. 
As the publisher who .iccenlo trans­ 
po rtatio n Is also liable under the law, 
o ne who accepts transpo rtatio n fro m 
the Mo no n may be also cite« ! to ap­ 
pear in o rder that bo th parties to the 
cjo ntract may hav e the questio n o f 
their amenability passed upo n at the 
same time. 


o ld so ldier writes abo ut 
ARIOSA Co ffee: “ Yo ur co ffee 
is die best and richest co ffee 1 ev er 
d*:ank since I left die serv ice, fro m 
*61 until I receiv ed yo ur co ffee 
Vesterday.’* 
A so ldier kno ws cc^ec 
by tbe ta^c, and the way ¡1 makes lum 
Old wo uld so o no f go wttho ut 
; Js hread than wiAo ut hk co ffee, 
\rbuckles* ARIOSA was the first* 
packaged co ffee, packaged io ^ 


pro tectio n o f co nso mé^, ro asl^ 


SO L O 
m S E Ä L E 0 
P A C K M E S 


©KLY- r e s Yo iE m 
u 
m 
m 


and the po r^ o f each berry sealed wMi 
a co ating o f fresh eggs and pure sugar, 
to hdd die go o ckess m and make the 
co ffee setie dear and qukkly« Better 
th an afresh ro ast** Wanmng a 
l^ e d e ^ i^ die flav o r and makes die 
grmdmg ea sy» lOur eno rmo us co ffee 
buriness, eikreec&ig the 
(mtf larged 
firms in the wo rld tc^;ediert reduces o ur 


av erage co st per po i 
to ¿ v e yo u better 
mo n^ dian yo u can 
way. 
There are mcx’e packages cl 
AiUOSA so ld in die Unked Slates 
than^ all the o ther Co ffee packages 
co m bu^ 
If yo ur 9o cer wiD no t supp!>% 
to 
ARBUaCLE BROS.. 
New York Cait 


THE WORD OF GOD 


MThere H Will Be Heard In Se­ 
dalia Today. 


SOME OF THE TOPICS GIVEN 


Number' o f Sermo ns That Will Be o f 
Interest to Tho se Who Attend 
Div ine Serv ices. 


Bible class fo r yo ung men at 9 : SO a. 
m. Cho ral serv ice and sermo n at 11 
a. m. Subject o f sermo n, “ No thing 
Lost.** Cho ral Vespeifs and sermo n 
^t 7:30 p; m., subject o f aermo n, “ The 
Bo o k o f life.** Tlie v est^ cho ir will 
render the music, and at the o fferto ry 
Mrs. C. C. Kelly will sing, '“ My' Go d, 
Father, While I Stray,*' by Marsto h. 
A hearty inv itatio n Is giv en to ev ery­ 
o ne, especially yo ung men, ai^ tho se 
hav ing no church ho me, to ^^attend 
these bright and helpful serv ices.— 
Edmund A. Nev ille, recto r. 


First Baptist Church. 
To day is a busy day atf'the First 
Baptist church. At 9 :20 there will be 
a teachers* prayer meeting in the pas­ 
to r’s study, and at 9 :30 the Sunday 
scho o l will co nv ene. At 11 o ’clo ck 
Rev . Dew will preach. At 3 p. m. 
there will be a serv ice fo r men in the 
audito rium, 
and at the 
same ho ur 
Mrs. Dew will speak to the v ro men 
and girls in the Sunday scho o l ro o m. 
At abo ut 4 an afterno o n serv ice will 
>e held in the main audito rium. In 
which the o rdinance o f baptism will 
be administered. At 6:30 tbe B. Y. P. 
II. will ho ld its sessio n, and at 7:30 
Ev angelist 
Dew 
will 
preach. The 
meeting 
will 
co ntinue a few days 
lo nger. The unio n Thanksgiv ing ser­ 
v ice fo r the. west side will be held at 
the church 
Thursday mo rning at 
10:20. 


Bro adway Presbyterian Church. 
Co mer Bro adway and Kentucky 
streets.—Sabbath scho o l at 9 :30 a. m. 
Subject o f the pasto r’s mo rning ser­ 
mo n, “ The Co ming Day and I Lo ng 
to Hasten It.” In the ev ening Rev . E. 


Inspected Co nfederate Ho me. 


The- junketing co mmittee api>o inted 
by Go v erno r Fo lk to v isit all the state 
institutio ns inspc» cted the co nfederate 
ho mo at Hlgglnsv iile o n *niursday o f 
the 
past 
week. 
The 
co mmittee 
is co mpo sed o f Senato r No rris, o f Al­ 
to n; Representativ e "Woods, o f Fay­ 
ette, and Representativ e No rfieet,' o f 
Mo rgan co unty. 


WARDEN AFTER BIG STORE. 


Kansas City Official Alleges Vio latio n 
Of Gama Law. 


H. Jo nes, superintendent o f the So uth­ 
west district o f the Misso uri Sunday 
Scho o l 
Unio n will preside. 
Mr. 
Frank Haecker leads the Endeav o r at 
6:30. 
We co rdially inv ite the public. 
A hearty welco me, special music and 
a helpful serv ice await yo u.—D. M. 
Clagett, pasto r. 


Sunday Scho o l Unio n. 
The Sedalia ^uuua.v o clio o l U» 3lon 
will meet Mo nday, the 26'.U *nst, at 
the Trinity Lutheran o linrch, Tenth 
and Osage streets, at 7*30 p. m. Rev . 
J. F. Caskey will co nduct study o f les­ 
so n fo r December 2d. “ Jesus Befo re 
Pilate,” Rev . A. A. Bo yd fo llo wing. 
Mr. J. N. Dalby will present primary 
wo rk 
fo r the lesso n fo r December 
9 th, “ Jesus o n the Cro ss,” Mr. Mo rtis 
Harter fo llo wing.—Rev . S. S. Martin, 
Chaa. 
Ho ffman 
and A. M. Harlan, 
co mmittee. 


Trinity Lutheran Church. 
Co rner Tenth and O^ge, 
S . 
M . 
Lesher, pasto r. 
Serv ices • to day as 
fo llo ws: Sunday scho o l at 9 :30 a. m.; 
mo rning wo rship at 11 o ’clo ck; Luther 
League at 6:30 p. m.; ev ening serv ice 
at 7:30 o 'clo ck. All are o o rdi^|ly wel- 
co me. 


First M. E. C^iurch. 
Co rner Osage and Fo urth streets.— 
Sunday scho o l at 9 :30 a. m. Preach­ 
ing at 11 a. m. and 7:30 p. m., by the 
pasto r, S. S. Martin. Mo rniqg sub­ 
ject, “ Let Us Be 
So ber.” Ev ening 
subject, “ Getting Ready.”! Epwo rth 
League, 6:30 p. m. All made welco me. 


-|-H E R E ’8 n o 
diffferenee in 
the 4>pinlon of 
those who drink 


propio Drink H 
Because It’s >1 
Good. 


T R V IT 


by the pasto r, theme, “ Man's Mhy afnd 
Go d’s Answer.” fCpwoUh® League at 
fifSO y. tm'’ 
-ers welco me. 


A Bo o m Fo r Hadley. 


The republican central co mmittee 
o f Saline co unty has ado pted a reso lu­ 
tio n reco mmending that the v ario us 
to wnships 
co mmitteemen 
o rganize 
Hadley-fo r-Go v erno r clubs in their re­ 
spectiv e to wnships. 


Pumps and Gaso line Engines Repaired 


We 
are prepared 
to repair 
all 
makes 
o f 
gaso line 
engines, 
and 
pumps. Let us make yo u prices o n 
pipe iv o rk.—C. 
M. Bruce, 
Third street, Sedalia, Mo 
609 East 


A S I C 
--------S U IM 1 - I O M T ;- OH 
The o nly high grade o U lo r lamps, heaters 
. 
IS A S CITY O IL OO. 
- - 
K A N SA S 
O . V » I H O N K 3 « 
0 


Deputy Game Warden Benjamin 
Jo rdo n, o f Jackso n co unty, says that 
he will apply fo r warrants against the 
Emery-Blrd-Thayer 
Dry Go o ds co m­ 
pany fo r v io latio n o f the game laws 
by selling feathers. 
Jo rdo n ind a co mpanio n v isited the 
millinery department o f the sto re and 
were 
sho wn 
50 
aigrettes. Jo rdo n 
started away with the feathery o rna­ 
ments, but at the pro test o f the sales- 
lady and Mr. Thayer he reco nsidered 
his actio n and left 'the sto re witho ut 
taking the feathers. ‘‘We hav e a go o d 
case,” he said. 
C. C. Peters, manager o f the sto re, 
to ld the deputy that it w*as the o pin­ 
io n o f the firm’s atto rneys that tha 
state law did no t affect the sale o f 
impo rted plumage o r feathers. The 
aigrettes 
were made 
o f Euro pean 
hero n feathers, he said. 


German Ev angelical Church. 
Co rner Fo urth and Vermo nt streets, 
Otto Press, pasto r.—Serv ices fo r the 
twenty-fo urth Sunday after Trinity: 
Sunday scho o l, 9 :15 a, m. As this is 
the last Sunday o f the Christian year, 
there will be a memo rial serv ice at 
10:30 
a. m., 
subject 
o f sermo n, 
“ Three Flo ral Tributes Out o f God*s 
Garden fo r the Christian s Grav e. 
Ev ening serv ice, 7:30 p. m. Thanks­ 
giv ing serv ice, Thursday at 7.30 p. m. 
All are welco me. 


St. Paul*« Lutheran Church. 
Lafayette 
av enue, 
between Fifth 
and Sixth streets, C. Baepler, pasto r. 
—German serv ices at 10:30 a. m.; 
English serv ices at 7:30 p. m. 


Christian Science Serv ices. 
K. o f P. hall, 114 East Fifth street. 
—Mo rning serv ice at 11 o ’clo ck. VPed- 
ueaday ev en- ? meeting at 8 o 'clo ck. 


M. E. Church, So uth. 
J. F. Cac :ey, pasto r —Sunday scho o l 
at 9 :30 a. m. Preachteg at 11 a. m. 


Bro adway Chri« tia# i Churchw^ 
W. P. Hamann, pasto r.—Pi ^acnît 
at 11 a. m., “ Co -o peratio n.” 
“ Result 
o f B 
à 
ing at 7:30 
p. m., 
^ 
Cho ice^.” Exeo bo dy welco me. 
A. N. Lindsey will be with us 
week in a rev iv al feelin g. 
i 


Ail Saints* Episco pal Mtwîo iy 
East 
Sedalia.—Services^^^-aä P^ 


I 


mo n to day at '^'"T^deflce vr' 
Washingto n, 15l4 Bast Sev entiiS 
at 4 p. m. Jhreryo ne heartily ‘ 
to attqpd;—Edmund A. Nev ille,. 


German M. E, Church., 
’ ^-Co rner Sixth ^ d Lajnano st; 
Sunday scho di at 9 :36 a. m. ] 
subject, “ *rhe Co rnersto ne o f 
Life.” Ev ening subject, “ Re? 
to Go d thè Things That Arel,: 
All are welco me. 


Burial o f Min Lawso n. 


The bo dy o f Miss Adelia Lawso n, 
daughter o f J. M. Lawso n, o f Spring­ 
field, Mo ., and a sister o f F. P. Law­ 
so n, o f 1019 East Third street; this 
city, was in the city Saturday, en 
ro ute to Califo rnia,,, where the inter­ 
ment to o k place last afterno o n. 
The bo dy was acco mpanied by the 
deceased's parents, F. P. I.awso n and 
wife, and their daughter and so n. 


Will Attend a Co nv entio n. 


J c L A lK iH U N 
c a iiiM iiiis tu im B iM i« 


« gV P * NMKT C10K M 


Misses Jo sephine Eras, Pearl Dukes 
and Myrtle Centre, representing the 
lo cal o rganizatio n o f the Natio nal 
Annuity so ciety, will go to Mo berly 
next Tuesday to attend the annual 
state co nv entio n o f the o rder in ses­ 
sio n there fo r three days» beginning 
Tuesday. 


Firrt Christian Church. 
J. M. Rudy, pastcii.—Bible scho o l at 
9 -30 a. m. Co mmunio n and preach­ 
ing serv ice at 10:45. Subject o f mo rn­ 
ing disco urse, “ Our L’ndtv eio ped Re­ 
so urces.” At 2:30 p. m. the funeral 
o f Mrs. Mary Menefee will be preach­ 
ed 
In the ev ening at Î .30 the pasto r 
speaks o n ‘‘The CerWlaiy o f .Victo -jr 
Ov er Sin.” All are welco me, 
ial music. 


Spec- 


Sepo nd Co ngregatio nal Church, 
‘ Sunday scho o l at 9 :45 a. m., T. R. 
Gray, acting superintendent. Sermo n 
at 11 a. m. and 7:30 p. iff. Christian 
Endeav o r at 6:30 p. m. All co rdially 
inv ited to the annual New England 
dinner at the church Tuesday ev en­ 
ing, No v ember 27th, fro m 5 to 10 
o ’clo ck. 


No Mo re 
Co ld Ro o ms 


* 
I f yo u o nly knew ho w much co mfo rt 
Cf».u be deriv ed from a PMtFECTION 
Oil Heater—ho w « Imple 
eco no mical 
ib o pératio n, yo u wo uld nc^ he witho ut 
it ano ther day. . 
Yo u can quidcly make warm and eo ay 
any c ^ ro o m m hallway—no matter in 
what part o f thie ho use. Yo u can heat 
water, and do many o ther thihga with the 
PERFECTION 
on Healqr 
w ith S n w k e l« » 
wo ul 


i 
Twm the wick aa high o r lo w as von can—therelL/ 
Carry heatm fro m ro o m to ro o m. AU parts eaaBy 
that the 
intenaa heat witho nt anmke o r smell because equippc^^ 


Church o f Christ. 
Meets 
to day at the corn* 
Twelfth and Tho mso n streets, 
scho o l at 9 :45 a. m. Church scr ices 
at 11 a. m.. subject, ‘‘What the King­ 
do m o f Heav en Is Like.” Ev ening 
serv ice 
at 7:30, 
subject, ‘‘Temper­ 
ance.’ Prayer meeting at 7i30 ev ery 
Wednesday. All are welco me. 


leas dev ice 
Hade in two ñ mh h 
fttUy em lx^d. Ho lds 4 quarts 
nickel and japan. 
o f o il and bum 
Brass 


ho ttii. Bv ery h^ter warranted. If yo u canno t 
haateè o r inlo finatio n fro m yo ur dealer, writ« 
nmuest agmic^ fo r descriptiv e circular 


THB 


f u l l a m 
/ 
stated that 
d the subject 
the day being 
o f the o pinio n 
hands 
IjaOullI spiali " ' 
its b 


Calv ary CNirch. 
To day, which Is the Sunday befo re 
Adv ent, the serv ices will be as fo ;- 
lo w-L^CelebraUo n o f the ho ly com-. 
it 7 a. m. Sunday scho o l and 


a u 
d 
a l d 
d 
y 
l ^ t , 
atruçitio aandabao l 
with latest impro v ed bnmer. 
gho ut and nickel plated. 
OF LABOR. 


any ro o m whether library, dining-ro o m 
ro o m. 
Ev ery lamp warras 
^ency if no t at yo nr dealer*« 
Writ 


miTiA^ 


, Has Been R eela c^ 
residsm. 
Ind., No v , 24.—^muel 
to day ^re-elected preai- 
Am^can Federatio n o f 


■-w^' 


iaT^UNDAY 
DEMOCRAT, 
SUNDAY MORNING, NOVEMBER 25 , 
N TON DOCK. 


ußalo Now Has It for 
Storage of Ore. 
the Sale o f tie J. C LONGAN STCX3C 


FACILITIES ARE PROVIDED. 
T ic Greatest Bargain Ev ent of the Entire Year | 


^enriyiv anla 
Railro ad 
Will 
Keep 
Y/ith the Ev^r Gro wing i 
Lake Traffic. 


-■•¡a. lo iho Demo cint. 
X(» v. 21.—Over 
s 
riillio ii 
' ‘“‘iiM t i I ii' rail be hanbio d at vlie iie.v 
- T t V j 11 i a 
1 a i Ì VC a ú 
do d : s 
11 c re. 
ert* iniili to keeo jtao c with the 
« 
V , " / i n t ; me trafèc o n the gro at 
Yhe large do ck at Erie was 
.‘^uThcìo nt to r the great to nnage o f 
\)i?A pa^s^? o ver the railro ad fro m 
> Í: 
>.. m to IMr!sburgIi. 
ri. . 
machinery with which 
h - pJi.Valc do c]' is ccnipped can han- 
'•V 
' io ns o f o re 
ho ur and put It 
o rrlv Into the car.s alo ng the face 
a ine do ck o r into large sto rage bins 
able o f ho lding fro m ¿50,000 to 
n(i>t to ns o f o re. 
'li "he -ast i\w years the o re shi|> 
n\ents o ver the lakes have increased 
*^0 /rràdly that fhe do ck builders have 
put to it to ho ld up tiieir end o f 
;V- w^.rk. Thirly*fo iir milfio n to ns o f 
*i i\; II o re shipped fro m the Lake Supe- 
xiur piines fio m ?day to December, 
ihiet^ times the to nnage passing 
Vfemtjgh the Sue/ canal ¡iiT, year. The 
» ho rMsyi vania has lua le pro mpt pix*vl- 
x?H7Sk fo r taking care o f these ship- 
Er:enTs. 
With the eno rmo us increase in tiaf- 
ÉC, fhe unlo ading facilUie.5 had to he 
n^*ìlLtio nì» ed. 
Uutil the last three 
« r fo ia’* years the unlo ading bucket 
a I: o rdinary steel tub ho lding 
mirini ene to n. When a bucket went 
rnto the ho ld o f a vessel, a 
Tig o f sho v elers filled it with o re. 
the metho d o f unlo ading is en- 
di fie rent. 
Self-filling^ baskets 
ircm five to ten to ns capacity, 
d and iic sho velers except to 
np the iragnicnts o f the cargo . 
<ac nfw do ck, alo ng the face pf 
ranù }, ra*e two “fast plants’* and a 
'*» TàB le t’ unlo aici 
c-*'rr’') Ilio c 
imj- iviib cQnal facili y. 
The unlo ad^ 
CT e-in handle 200 to ns o f ere an ho ur, 
axai th e "fast plants" each have a ca- 
juwcity cf 150 to ns an lio ur. 
Tlif* d^pth 
<01 water at the do ck 
at the entrance o f the channel is 
aia?S/ú £ ?iit 
fo r the largest class 
o f 
/^nimpiete 
arrangements 
fo r 
vessels icr the return trip 
(» aá í' 
The entrance to the canal is 
-KiirnÀ ent and the time lo st in get- 
vev>els in and o ut is reduced to 
V xscnimum, because no turning oC 
is necessary. 
The new clo ck 
clfise to the main harbo r o f Buffa* 
M d is well pro tected by break- 


25c 


50 CENT KNIT SKIRTS 25 CENTS 
A large quantity o f these splendid 
oOe knit underskirts, all 
co lo rs, special ................. 


614 C^NT OUTING FLANNEL 3;/;C 
All o f L o n^n’s o uting flannel that 
so ld at 6^ c in this 
sale, yard ........................... 3Hc 


10c Outing Flannel, 
Neat patterns, exg/ellent quality, a 
regular 10c value anywhere, 
special 
in this sale ... ... ........... 
at 
... 


Beautiful 15c kimo na clo th* 
special, yd 
............... 


6 ^ c 
He. 


Lonsdale Ho pe Muslins, 
Lo nsdale Ho ns muslin, everybo dy 
kno ws, all o f Lo tigan’s in 
*7£ / 
this sale at ..................... 
/ 


10c Dress Ginghams» ov '^c. 
Splendid 
10c dress go o ds, nice pat­ 
terns, sale price 
i? lZ 
yd................................................ O ^ C 


5c cambric ski ft 
lin in g....................................... 


36 in^ mercerized sateens, 
25d values 


17t4c featherpro o f ticking 
per >d............................ ... 


Steven s ”P” 
grade ... 
crash, 10c 


..3[c 
17c 
12\c 
7\c 
.A\c 


nlo adcr i^at can transfer 
and *::‘o ilie stcrage 


. 19c 


6*^c apro n ginghams, 
vd 
» '*• ••• ... ... ... . 
Longan’s Dress Goods. 
12 pieces half wo o l suiting, in fancy 
plaid effects, Lo ngan’s price 15c, g%i 
fcale price 
............................^ f i 


42 pieces Trico t flannel waistlngs, \ 
plain andi^ fancy co lo rs, 
25c and 35c values, at 


10 pieces all wo o l dress go o ds, 38in 
wide, I.o iigan so ld this at 6>c, 0 7 
o ur sale p ric e...........................O i 
54in fine bro adclo th, all co lo rs, full 
$1.75 value, while nine pieces 
last ..................................... 
SILKS! .SILKS. 
A grand offering at 63c. 
Yo ur cho ice o f 36in black guaran­ 
teed taffeta silk, 27 in changeable silk 
o r lOin plaid silk waistings, $I value. 


9 7c 


a ro using special 
a t ................. ... 
63c 


Our grand sale of the $8 ,5 00 stock of first clajs mer­ 
chandise captured from Dov er, M o , is prov ing to be one of 
the most successful sales we hav e ev er held! 
The tremen­ 
dous crowds and the v igorous buy ing since the opening of 
this remarkable ev ent are positiv e proof of this I 
It is cer­ 
tainly a v ery unusual opportunity to lay in a supply 
of goods 
to last for a y ear, but y ou will hav e to act promptly as this 
stock cannot last long with such terrific buy ing 
Read of 
the bargains in this ad and come as soon as y ou can ! 


ONLY 
24 
MONE 
SHOPPING 
DAYS 
BEFORE 
XMAS ! 
i % 
0 
^ 
. 
3 
i i c 
o 
i i 9 
S 
SATISFACTION OR YOUR MONEY BACK 


ONLY 
3 
MORE 
SH0PPIN6 
DAYS 
Before 
THANKS' 
BIVIN6 


Sedalia’« Greatest Sale Of 
O o ai:s, SBcir-ts a n d %A/^al3't8 X 
Fo r this exciting sale we will have a grand purchase o f Iv ies’and children’s co ats and skirt« --fro m a clever 
Cleveland, Ohio , manufacturer--secured at a big reductio n in price. We are certain that these prices have 
never been equaled, and yo u will find it decidedly pro fitable to attend this exceptio nal sale. 


Ladies’ 501 n lo ng lo o se co ats in 
all co lo rs, well tailo red and neatly 
trimmed, wo rth $7.50, 
special price ... 
Ladies’ beautiful $10.00 
winter 
$4.9 8 


$7 .48 
co ats, full length, in 
th4a s a le 
..* 
Ladies' artistically tailo red win­ 
ter co ats, 
handso mely 
trimmed, 
wo rth $15.00 in this 
Q if 
sale o n ly..................................mOD 
Children’s warm winter 
co ats, wo rth $1. f o r......... 
Pretty bear skin co ats, 
all co lo rs, in this sale 
Misses’ 
and 
children’s 
co ats, 
made o f chiffo n bro adclo th, 
wo rth $7.50» sale 
p ric e 
. 
7 5 c WAISTS 44c. 
Ladies’ * fancy - co lo red flannelette 
waists, made with pleats, 
wo rth 75c, fo r.................. 


45c 
2.8 7 


$4.8 5 


44c 


Ladies’ skirts o f excellent chev­ 
io t clo th, neatly trimmed—a $3.50 
value, fo r this 
sale 
$1.8 9 
Wo men’s skirts o f chiffo n Pan­ 
ama clo th, perfect fitting, and made 
to sell at $9.00, o ur 
M 
"JtZ 
sale price . ... ... .. 
• # ir 
Ladies’ silk skirts, actually wo rth 
$10 and $12.50, charming styles to* 
cho o se fro m. 
$6.48 


9 7c 


Mercerized 
sateen 
pettico ats, 
made with wide trimmed flo unce, 
f’llly wo rth$1.50, 
at ... ... ................ 
Ladies’ silk pettico ats, made to 
sell at $5.00, o ur price 
fo r this sale i s........... 
Ladies’ 
fancy 
white 
po plin 
waists, nicely trimmed, $1.50 value, 
marked'in this 
s a le .......................... 


$3.69 


9 8 c 


15 c Winter Mittens» 9c. 
Ladies’ and misses’ 
do uble 
knit, 
go o d, warm mittens, ivo rth 15c 
extra special pr. ... ... . . . . 
Baby’s 25c all wo o l 
m ittens,.................................... 
Ladies’ 50c fancj;. go lf 
glo v es.................................... 
35 c FACINATORS., 19c. 
Elegant facinato rs that’ll co st yo u 
35c regularly, 
' 
special,........................ 


65c facinato rs, fancy 
co lo rs, 


2.50 silk shawls, 
special 
Reco rd Breaking Sals of 
-kONGAN’S NGIIONS! 
10c bachelo r butto ns, 
3 spo o ls darning co tto n, 
25c bristle hair brushes, 15c. 
5c Jumbo scho o l tablets, 2%c. 
10c wo o l skirt braid, roll, 2%c. 
10c bo lt finishing braid, 3c. 
Splendid 35c wrist bags, 17c. 
Swell $1.50 leather bags, 85c. 
15c side co mbs fo r 7c. 
8 1-3 impo rted Saxo nf' yam, 4c. 
Shetland flo ss, per bo x, 85c. 
5c bo x co lo red pencils, 2%c. 
SILK TAFFETA RIBaON, 3^c. 
No . 5 all wo o l silk taffeta 
ribbo n, price yd. 
............ .. 


No . 60 all silk taffeta ribbo n 
25c, sale price, y d. 
. 


LADIES’ $1.25 GOWNS, 8 7 c. 
Ladles’ o uting flannel go wns, made 
go o d and full, prettily trimmed, splen­ 
did at $1.25, this 
sale, 
........... 


13c 


8 7c 


Buy in This Skie 
TABLE LINENS. 
Fo r Thanksgiving. 
04in bleached unio n damask, wo rth 
45c, sale 
price, ••• ... ••• 
... ••• jI* 
72in full bleached extra heavy dam­ 
ask, 75c value 
y d . 
•..................49 c 
Extra &p e do uble Belfast damask, 
value. 
f o r...................... 
¿ /o C 
Get o ur prices o n Lo ngan’s napkins. 


iX 


Sale o f Lo ngan’s Sho es ! 


“(•Bke Philadelphia and Erie do ck at 
is 1,200 feet lo ng and its 
width is 150 feet. 
It has a 
j.10,000 to ns. New 
/tenllt^ xeeently built,- are o f heavy co o - 
was 
class-ihell buckets o f 
U» « and o ne-half to ns"^capacity each. 
pro bl| 
do ck, at Erie and the new* 
Buffalo the Pennsylv ania rai!- 
|8 a 4 
nnlo ad 2,200,000 to ns 
is the nav igatio ti seaso n. 
c o m e r ______________ 
W© 
Tlie Bridge Whist Club. 


J) 


3i r 5- B. H. Smith, with the asslst- 
mmsB o f Misses Gertrude and Jessie 
entertained 
the 
Tuesday 
m W hist 
club Saturday 
after- 
with Mrs. C. E. Messerly and 
^ e s ts , 
Mesdames 
Dana and 
OTi, as special guests, after which 
I 
refreshments 
were served. 
l^undberg 
favo red the guests 
sev eral vo cal so lo s after refresh- 
had heen served. 


Came to Attend Funeral. 


Greatest sho e ev ent in o ar histo ry o ur sho e de­ 
partment is flo o ded with Lo ngan’s big sto ck o f 
de{>endable sho es. 
We hav e’nt ro o m to keep them 
so they mo st go at o nce. 
These prices will make 
^ yen bo y sho es to last fo r years. 


I 


?Si 
I s 


V 


'asufs. T. E. Gilliam, sr., arriv ed here 
Brunswick, Mo ., Saturday night 
axtend the funeral o f her grand- 
Little 
Margaret 
Gilliam. 
C t e r e W. Gilliam, also o f Brunswick, 
fti expected to arriv e here to day fo r 
siiiiie purpo se, while Miss Lucy 
CIJRiiin, o f Kansas City, arriv ed here 
^1^ sMSh i* Mrs. W. H. Baird, o f Mo - 
?5r- arriv ed here Saturday mo rning. 


^ 
The “ D. O. C."’ Club. 
I S 
----- 
, 
''^^go cial ev ent o f.^ e week wUl 
? l euchre of the Dauf^ters 


» 
w will hi 
iDl¿ 


Ro y ht the Eagles* hall 
. when a number o f 
be awarded. 


iv ing Day . 


Vlisso urt Pacific 
•ht fo r Mo berly. 
ist., he is to 
McCbnn^l, o f 


750 pairs misses and child­ 
ren’s sho es, 
in 
hundreds 
o f 
styles, all so lid leather; sho es 
wo rth 35c fo r 23c; 48c fo r 60c 
sho es; 85c fo r $1 sho es; 98c fo r 
$1.25 sho es. 
Wo men’s sho es that sell rii^t 
alo ng at $1.50, buy no w 97c. 
Over 250 pairs o f wo men’s 
$1.75 sho es, o n sale $1.19. 
500 pairs men's sample sho es, 
many styles and leathers—a lo t 


o f $2* sho es at $1.48; fine $3.50 
$1 sho es will be in 
this sale p r ........... $2.65 
$2.25 
Men’s $3 snag pro o f 
ro le so le felt bo o ts 
A large lo t o f wo men’s fine 
sho es, wo rth up to $2.50, 
sale price ... ... ... 1.48 


Old 
ladies* 
warmed 
sho es, wo rth $1.75, 
fo r 
... ... .. 


lined 
8 7c 


Great bargains for Men 


Canto n flannel glo ves; 
while 350 
pairs last, yo u can buy 12 %c glo ves at 
712C, and regular 10c 
glo ves . . 
........ ................ 


35c men’s mule skin glo ves, 
p a ir,............................... ... 


Men’s and bo ys 50c kid 
glo v es 
............... 


. 5c 
22c 
37c 
75c 
Genuine $1.25 buck and 
reindeer glo ves 
Men’s and ho y’s 35c caps, go o d and 
warm fo r winter, 
cho ice 
..................... 


Men's and bo y’s 75c 
sweaters . ... ........... 
17c 
33c 


Red and Blue Handkerchiefs 
each ........................... 
« 


Bo y’s $1 and $1.25 duck and 
co vered co ats, extra, . ... .. 


$1 wo o l underwear 
at 
• • • • • • 
Men’s 714c ho se, 6 
pairs ............ ... 


,./c 
55c 
50c 
25c 


SALE OF MILLINERY. 
Lo ngan carled nc^miUlnery, hut Just 
lo o k at these prices fro m o ur o wn 
matchless sto ck o f beautiful trimmed 
hats. 
It’ll be the greatest sale we 
ever held: 
Up to $2 ready-to -wear hats, 
cho ice .. 
69 c 


Up to $6 trimmed hats 
fo r ... ... ... ... 
Up to $9 trimmed haf^ 
fo r ... ... ... 
$2.9 8 
$4.7 5 


FUR SCARFS. 
^ 
A grand sto ck and a grmider sale. 
Buy furs fo r Christmas no w. jtm% 
nev er hav e ano ther chance i|ke this' 
o ne. Her© are a few repp^ntatlv e 
prices: 
44c 
fo r $1 fur scarfs 
j 
$2.9 8 
fo r handso me fur scarfs. 
$6.95 
fo r sHN^ $12 lo ng fur scarfs. 


5 0c Corsets 17 c. 


Odd lo t o f 
Lo ngan’s 
co rsets, 
wo rth up to 50c, cho ice o £ 
the lo t, each •. • ... • 


Up to |1 co rsets, sale 
price, 
........................ 
17c 
33c 


Thousands of Yards 


LACES AND EMBROIDERIES 


From Longan Stock. 


Sato o f Lo ngan’s 


0000 OROCERIES 
Cream o f wheat per, 
package................. ... ••• 11c 


Eddy’s spices and pep­ 
pers, ........................ .... 


A specially big lo t o f 5c laces 
and embro ideries at 
yd . . . . . . 
............... 
2\c 


LONQAN’S HAND’FS. 


Lay in a supply now, 2%c forfè 
o nes; 7c fo r 15c o nes, 
19c fo r 
swell 35c o nes. 


^ 10 cent can black jack sto ve 
po lish----------------------------- 
25c can delicio us 
peaches ... ... ... ... .. 


10 cent package pem*l 
tapico '.x------------ 
------- 


Big jar sweet pickle, 
relish ,....................... 


20c Bartlett pears, 
can ............ ... . 


3\c 
Ac 
17c 


J c 
. 7\c 


. 11c 


25c grade co ffee 
fo r ... 
•• 
•• ••• ••• 17c 


Eddy’s 10 cent extraets.^ 
7o 
10 cent can early red 
beets fo r. 
6%c 


7 5 c LEGGINS, 5 9c. 


Weraei-’s o xcelleat Jersey 
gins, wo rth 75c 
f o r.................................... 


Ir; 


Misses 50c leggins in 
this s a le ......................... 
59 c 
39 c 


Children’s leggins that sell 
erywhere at 50c , here 
no w ... ... ................ 


ev- 
32c 


Bo y’s $1.50 leather leggins, so il­ 
ing o ut Lo ngan’s sto ck 
at ... .............. ... . . . 9 5c 


UNDERSELLING PRICES 


BLANKETS AND COMFORTS. 


Fine pure 
all 
wo o l 
81x90, wo rth fully $4, per 
p a ir ............................. .. 


blankets, 
2.69 


All wo o l 
sale till 
g o ne......... 


single .blankets, 
o n 
$ 1.39 


SALE OF UNDERWEAR 


AND HOSIERY. 


Ladies* fleeced and ribbed shirts 
o r pants, 30c value, 
1"fi 
special...................... . 
/ / , C 


Men’s 5 0c and 7 5 c 
in this sale 
o nly ... .................. 


underwear, 


.. 37[c 


Full size 11x4 extra heavy co tto n 
blankets, wo rth $1.25, 
great value, p a ir........... 
8 9 c 


25 c Toques, 14c. 


Pretty 
to ques . fo r 
wo rth 25c, in this sale, 
cho ice 
................... 


Children, 
14c 


Children’s 12^c ribbed 


. 
. 
. 
. . . 
. . 
ho se, all sizes 


Wo men’s 15c black 
ho se, o ur sale price 
p a ir 
... ... . 


or brown 


l i e 


Boy ’s warm, double ribbed bose 
that are worth 20c, 
stock up at p air ........... 
12'jc 


-A 


j 


Ì: 


Were In From the Country . 


T. H. Jenkins, o f Heath’s Creek, 
was a business v isito r here Saturday; 
Jo hn Warren and Jo hn Co ffee were In 
fro m Flat Creek, and To m Callis was 
do wn fro m Hui^esv ille. 


Giv en His Commission. 


— 


« _ 
« M„ K. 
Now 
* 
^is. ni.. 


Deputy Co unty Clerk M. L. InAoff 
Saturday 
co mmissio ned Jo seph* C. 
Ellio tt as a Justice o f the peaee o f 
Green RIdg© to wnship. 


Secured Land Agency . 


^ 
- ............. 
i here lo cal agea^ o r tne Axascam 
JcggnpaBFf ^ Tmnptco , Mmdco , 


Measrs. Shults & Hero ld, the real 
eatate dealers, IW dar secured 
ike 
lo cal agency o f the Atascado r Land 
a co m- 


pany 
capitalized 
at $2,000.000, and 
o wning 191,377 acres o f the richest 
and mo st fertile land in Old Mexico . 
The land in po ssessio n o f the co m­ 
pany sells at $5 an acre and is highly 
pro ductlv a 


Granted Hunters’ Licenses. 


Hunters’ licenses were issued to the 
fo llo wing perso ns Saturday: 
Jaco b 
Adams and J. G. Lujln, o f Smithto n; 
Jo hn Hicks, O. M. Rice and Geo rge 
Starkey, of ^edalla. 


K. of P. Notice. 
Sedalia lo dge No . 27 will meet 
their hall, 214 East Fifth street, Fri­ 
day, No vember 30, at 7:30 p. m., fo r 
electio n o f o fficers and impo rtant bus­ 
iness. All bro thers are urged to at­ 
tend.—Chas. E. Co stln, C. C.; J. D. 
Meyer, K. o f R. and S. 


I v isit with his bro ther, Clark, fo r a 
in I few days, and will then go to Po rt­ 
land, Ore., to make an extended visit 
with his sister, Mrs. R. C. Yo ung. 


Mrs. Dugan is Visiting Here. 


Will Dance Tuesday NighL 


The “Jo lly Thirty” dub will fiv e 
thdr next dance o n T u ^ ^ night, 
No vember 
27th, 
at the Co llege o f 
Music hall. 


Mrs. J. C. Dugan, o f Clinto n, Wh^ 
recently underwent a surgical o pera­ 
tio n at Kansas City, is getting alo ng 
very nicely, and is fn Sedalia v isiting 
relativ es at present. 


b^alia Democrat 


Home From Tex as Trip. 


Going on a Long THp. 


Tho s. Parberry, A. B. Dempsey and 
L. M. Mo nsces 
returned 
Saturday 
fro m 
a delightful 
hunting trip o f 
so me three weeks in the v icinity o f 
lampassas, Texas. They were Very 
successful and bagged 
mudi game, 
so me o f which Is scarce and difficult 
to land. 


Constable Filed Bond. 


Charles R. Ward, <x>nstahle o f H al 
Crek to wnship, 
Saturday 
filed his 
J oe C. Bouldln will leav e tomorrow 
ior LawreniK^ 
where lie will bond with County Clerk R. N. Lower. 


THE WEATHER. 
Sunday increasing cloudiness end 
warmer with rain in west portion. 


Babe Weighed 11 Po unds. 


i- 


Mr. and Mrs. Patrick Sullivan, o f 
Dumpville, are the pro ud parents o f a 
baby so n, bo m 
at their ho me last 
Thursday mo rning. *Hie ddld w e ir­ 
ed eleven po unds at birth, and, like 
its mo ther, is do ing nicely. 
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FIGHTING JOINTS. 


This Is the Battle Cry In Kansas 
At Present. 


ATCHISON AND TOPEKA NEXT. 


Capital is a Tough Proposition, as an 
Ouster Suit Won’t Get the 
Results There. 


the attorney general 
says that Hoch 
knew all abou t the su its du ring all the 
lime the evidence was being prepared. 
The officers of the State Temperance 
u nion corroborated 
this statem ent to 
(lay when they said that the attorneys 
of the u nion had often consu lted with 
Governor Hoch and the attorney 
gen­ 


eral du ring the time they were gather- 
ing the evidence. 
“Sonu body got a beau tifu l dou ble 


Topeka, Nov. 24.—Atchison and To­ 
peka are to be the next two towns in 
Kansas w iose mayors may expect to 
fall u nder the ax of the State Tem­ 
perance u nion and the attorney gen­ 
eral. 
Already 
mu ch 
evidence 
has 
been gathered in Atchison and the at­ 
torneys are still working there. 
They 
are also still working on the Topeka 
proposition, the one hard problem 
which has yet to be ^Ived by the 
anion and* its attorneys. 
Unless there is a change in policy 
in Atchison within a short time May^r 
Orr can expect ou ster and qu o war­ 
ranto pfoceedings, the same that have 
been brou ght against the mayors of 
Leavenworth, Ju nction Citjr, Wichita 
and Pittsbu rg. 
In Au gu st the officers of the State 
Temperance u nion determined to try 
to solve the problem of law enforce­ 
m ent In the larger cities of the state 
or in the cities in which conditions 
were ’similar to that in the larger 
cities. 
The fou r cities already pro­ 
ceeded against were given the great­ 
est attention, as it was believed that 
when su its were brou ght against these 
the mayors of the others wou ld take 
naming and close their joints. 
* In Topeka a different problem pre- 
lieu ted itself. There were joints by 
ithe dozen, bu t the city received no 
money so qu o warranto su its cou ld 
not be institu ted. Ou ster su its against 
lilavor Davis were not i>ossible, 
no 
^ 
♦ 
I 
evidence cou ld be secu red to show 
that there was any conn’''^imce be­ 
tween the mayor and other city offi­ 
cials to let the JoinfTru n. 
: Abou t the 
thing on which a 
su it cou ld 
based against 
Mayor 
jD avis wpj general incompetency, and 


cross,” said a pclitician in 
the lobby 
of the Copeland hotel this morning. 
“If the governor 
knew al)ou t 
these 
su its before the election 
there is plen­ 
ty of good grou nd for 
a lot of fellow.^ 
to feel mighty sore at him. 
He was 
stu mping the state and telling ever- 
body that 
his second administration 
wou ld be the same as his first and 
evading the law enforcement issu e as 
far as the prohibitory law is concern­ 
ed. 
Besides 
this, the 
jointlsts and 
officials in the ‘wet’ towns were In­ 
formed that their condition wou ld not 
be distu rbed 
du ring 
the governor’s 
second term. 
“I don’t believe the governor sent 
ou t the information himself, bu t the 


HILL AFTER KATY. 


The Old Chestnut Has "Bobbed” 
Up Again. 


BUYER COULD NOT BE SEEN. 


fn the Meantime President Finney 
and “ Andy ’ Allen Are Still 
In the Saddle. 


'S 


committee did, at least someone in 
au thority, or ItV ou ld not have been 
given the strength it was. The gov­ 
ernor let it go and all that time the 
plans were matu ring for a general cru ­ 
sade against the towns where the law 
IS most flagrantly violated. 
I don’t 
blame the governor for denying any 
knowledge of the su its at first or re­ 
fu sing to say anything abou t them. 
This is too soon after the election, al­ 
most before the governor knew for 
su re that he was elected. 
There is, no dou bt now that law en­ 
forcement is w^hat the people want, as 
Shown by their votes, and it was a 
good plan for the governor to begin 
the work at once if he is going to en­ 
force the law*.” 


New York. Nov. 24.—The New York 
Su n says today 
“The report that James J. Hill was 
acqu iring 
the 
Missou ri, Kansas & 
Texas railroad was revived yesterday, 
and this time there was su ch good 
au thority for it that it gained greater 
credence among well informed men in 
the financial district than ever be­ 
fore. 
“Some prominent men with large 
railroad 
interests 
in the sou thw’est 
said they wou ld not be su rprised to 
learn that Mr. Hill already has secu r­ 
ed control. 
“Mr. Hill w*as ou t of town yester­ 
day and it was impossible to secu re 
confirmation of the report at his office 
in this city.” 


ASKED FOR BLOODHOUNDS. 


OWNERS QUARREL 


The Kansas City Post Cause of 
the Controversy. 


IfciWHiir-too thin a line to carry o« it 
With ^ c e ss. 
In 
other 
towns part 
su ccess was assu red at the start, bu t 
three months’ work in Topeka has not 
Ibeen any more su cessfu l than when 
; the movement began, 
' 
“For three years we hav e, been car- 
ry ln« on this work in the'country ,” 
^sald Robert Norris, secretary of the 
union, today . “ We feel that we hav e 
Sat least parUy solv ed the problem In 
Uhe rural 
districts and the:, small 
towns, so this fall we turned our a t- 
, jntion to thif six cities where the law 
was most flagrantly v iolated. It Is in 
the 
cities .that we And 
the harO 
problems, 
iliere are so many more 
opportunities for boot-legging. There 
Is a different class of people to deal 
with anfl there are so many nooks an 1 
com ers 
that shelter 
law violators. 
W e hav e the country in good shape 
now with the aid of local officers and 
•we will dev ote a good part of our time 
to cities at present.” 
Governor Hoch still maintains abso­ 
lu te silence as to how mu ch he knows 
a b ou t the ou ster su its. The statement 
Issu ed last night by Attorney General 
G olem an is not calcn’rtad to make 
any mere friends for t h ' governor, as 
" 


Midnight Message Received by Chief 
W. H. Boullt. 


Chief of Police W. H. Bou llt was 
called u p last midnight by ’phone, and 
informed that a prominent citizen of 
Lou lsbu rg, Kan., on the M., K. & T. 
high line, had been assassinated, and 
asking that bloodhou nds be sent there 
at once, bu t beyond this no particu 
lars were given, not even the \ Ictink s 
name. 
Chief Bou llt informed the Kansans 
that it wou ld be impossible ,to com 
ply with their requ est, as “Rou gh” 
and “Tou gh” 
had passed 
in their 
checks long ago, to the giief of Offl 
cer Fred Robertson and Dave Ram­ 
sey. 


MR. CORRIGAN IS ENJOINED. 


A. F. Brooker Alleges That the Pub­ 
lishing Company Oiam Him 
J en TIieusMiid Oaliav« . 


Kansas City, Mo., Nov. 24.—A. F. 
Brooker brou ght su it in the circu it 
cou rt this morning against the Kan­ 
sas City Post Pu blishing company and 
<X U. Woodward, Fred S. Goss, C. Ck 
Cou rtney, K. C. Home, Bernard Cor­ 
rigan, O. S. Vanlandingham, R. ^E. 
Stanley. S. H. Fergu son, J. W. Craney, 
C. C. Corwin and C. H. Pattlson, stock­ 
holders, to enjoin a meeting of stock­ 
holders, which Mr. Brooker alleged, 
Tvas to ou st him as general manager 
of the company. 
Mr. Brooker’s charges are that the 
pu blishing company owesMiim 110,000 
for services and money lent and that 
the stockholders named have obtain­ 
ed possession of his 171 shares of 
stock and are abou t to transfer* them 
to a reorganized corporation which is 
to own 
the paper. Ju dge 
McCu ne 
granted a restraining order retu rn 
able Monday. 
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KILLED A YOUNG PRISONER. 


Officer Shoots When Boy Attempts to 
Run Away . 


At Fort Scott Friday afternoon Offi­ 
cer Bridgeford arrested a you thfu l 
vagrant, and w*h|le taking him to the 
calaboose the prisoner broke away. 
The officer shot the fleeing prisoner 
throu gh the head, inflicting a wou nc 
from which he died soon after being 
taken to the hospital. 
A card in the dead man’s pocket 
Indicated that he was Nordel Broten, 
of Blu e Earth, Minn. He was appar­ 
ently abou t 18 years old. 


“ BILLY” NOLAN ARRESTED. 


He is Charged With Having Withheld 
A Sum of Money . 


Cincinnati, Nov. 24.—On the charge 
of embezzling, .“Billy” Nolan, manager 
for “Battling” Nelson, was arrestee 
today. 
The arrest came as a sen^ationa 
finish to a dispu te over the proceeds 
from the exhiu ilion of pictu res of the 
Gans-Nelson fight. 
Nolan, it is charged, withheld abou 
$7,000 from the California treasu rer 
of the films, per.ding a decision as to 
the proper divisioii of the moiiey. 


Less Th an Oth ers ;i 
Ask for the Same= 


I If y ou like the above policy we wish y ou 
I 
to make our store y our trading place. 
DUNLAP’ S 


LOOKING AFTER SHORTAGE. 


. Table 
Damasks 


Napkins 


And 


Towels 


F o p 


Thanksgiving 


In announcing our Annual Thanksgiving Sale of Tab le Damasks, we wish to say 
that our collection has never b een b etter in q uality and the prices have never b een 
less. 
Every piece we offer you this vear is all Linen. We have paid particular atten­ 
tion to see that they arc Linen, and our prices are as low as some ask for cotton 
warp cloths. 


Lfiien Hemstttdied Table Sets 


We teooped two lota of lovely Table Seta» cloth 
and DftpMua to match, in hemstitched, at bargain 
piioes, and we offer them to y ou at the same reduction 
we bought them. 
$6.^all pare linen Table cloth, and napkins to match, 
hemsUtcned, elegant value; special 
O f t 
price, for set 
-------------------------- 


$7.50 Sets, cloth and napkins to match, hemstitched, 
very large size mid very nice 
C f t f t 
quality , for, ^ t.............................................................IP 


These Ma k e Eleg a nt Christma s Presents 


72-inch cream all linen Damask; stock price 
is 50c; special for this sale 
.................. . . “ v a P t# 


72-inch full bleached all linen Damask; stock/| 
price is 50c per y ard; special price is.............• w t P li 


72-inch cream or full bleached Damask, good weight, 
nice patterns; stock price is 8 9c; for 
"7 
thip sale they will be................................... 
■ ■ ^ 
72-inch pure snow '» hlte bleached Damasknelegant as­ 
sortment of patterns; stock value, $1.19; 
f t R i a 
special price in this sale---------------- ——-----aw awl# 


col- 
heai 
72-inch elefi^t « now white Damasks, a very large 
lections 01 choice, elegant patterns, fz to heavy 
weight, and the stock priee is $1.50; for ^ is special 
linen sale the price for these beautiful 
f t 9 
LinmiswiU he______________________ 


Napkin values equal to the Dmnasks will be in 
this sale. We have the Napkins to match all the bet­ 
ter cloths. 


German cream Napkins, heavy weteht, good T f # « 
wearing quality , value of 8 9 c, for, dozen 
d l l # 


German cream Napkins, heavy weight, li^n^r tlum the 
above, splendid $1.25 vidue, sme priee, 
^ ^ 
dozen........................ .................................. 


V m aapaa 
980 


Pure bleached linen Napkins (we bought all they had 
of this number J $1.25 value; spècial 
9 
8 
o 
sale price, d o zm. 


All bleached linen Napkins, ex tra value at $2.00 per 
dozen; we took all this lot and offer 
A M f t A 
them lor, per dozen__________________ 
f t I s if t w 


We bought several ^eclal lots in Napkins in the 
very high gi^ es, matching some of the better Damasks, 
3t about one-fourth the regular price, mid we offer 
liem to y ou at the same reduction. 
^ ^ 


Children’s All 
Wool, AU Col­ 
ors, 
Stocking 


2 1o 


\ 


Children’s ex ­ 
tra loi^ Stock- 
Caps, all wool, 
all colors; 59c 
value, for, each 
4 3 a 


SEDALIA. MO. 


s: 


HASMAP REMEDY 


An Age Liinit Will Sol ve a Frisco 
Problem. 


SO SAYS MAYOR SCHMITZ. 


Be No Grounds For Outside Interfer­ 
ence With San Francisco’s 
School Problem. 


port was adverse to the San Francisco 
school board he did not believe the 
people of that city wou ld do moie 
Than receive it with cou rtesy. 


ONE YEAR IN JA IL 
May B a ^ Thanksgiving at Mis­ 
souri Penitentary. 


Drogmund J ury Returns Verdict of 
Manslaughter. 
\ 


Secretary of the Treasu ry Shaw In St. 
Lou is Satu rday. 


Si. i.onis. Nov*. 24.—Secretary of the 
Tre?su r.- Shav* s’jcnr toJay persoiiafiy 
< v;M' the iiialters pertainmg 
1.» the 
‘ < r the Fiih-trcasu ry. 
“I thou ght I cou ld get a u etter iin- 
deisianding of the matters if I made 
a personal investigation,” said he. 
" He was u nable to state when the 
case wou ld go to trial. 


504 OHIO STR EET 


I Í P . 
. ' ^. “ C h r is tm a s G o o d s 
i 


N o w o n D is p la y . 
^ f lllim ttl 
.................................. 


IMPORTANT, IF TRUE. 


Senate Indian Committee Presented 
With Resolutions. 


Bartlesville, I. T„ Nov. 
24.—Tho 
senate Indian commUtee resu med its 
session here this morning. 
A 
set 
nf resolu tions diawn u p by a nu mber 
of individu al f.as and oil qjieraton 
bu siness men and citizens of Bartles­ 
ville and nearby territory was pre­ 
sented to the committee. 


For Rent—9 01 East Fifteenth street, 
five room cottage. Telephone 1021. 
J . K. Kidd, 315 Ohio street. 


Kew 
York, 
Nov. 
24. 
Mayor 
Schmitz, of San Francisco, speaking 
of the Japanese problem in San Fran­ 
cisco last night, 
cha ra cierized it -is u 
"tempest in a teapot. ’ 
He said 
that when 
he retu rned 
lomo he iniended to u rge the state 
c,gislatu re to repeal the taws rciatiiig 
to the segrogaiiou of Japanese pu pils 
and make now legi'ilaiu .a provu img 
ior'a limit rs to the a’i.a at which .t 
child can enter a certain grade of 
ny si lu jol. 
“1 think this age limit will solve the 
\vhf)lo prnhlem,” said Mayor Schmitz. 
The lapnu eso su rely cou ld not com* 
])lain of hiws which w^ere equ ally bind­ 
ing u ])on the Americans, fad it \you id 
not ho then necessary to ctass^ the 
Japanese as Mongolians, wliich' has 
cau sed them mu ch grief of spirit arid 
has been really at the bottom 
of the 
whole trou ble. 
“With the age limit the only dis- 
crimination against the Japanese, It 
will effectively keep them ou t of the 
schools, becau se the majority of t.ne 
J a pa nese who 
are in 
the primary 
gra des are grown men. There 
will 
then he no grou nds for ou tside inter­ 
ference with San Francisco’s school 
qu estion.” 
Mayor Schmitz said that the presi­ 
dent cou ld not have chosen a 
bet t er 
man that Secretary Metcalf to eair 
du ct the government inqu iry, bu t said 
that in case Secretary Metcalf’s re- 


A Ju ry in the criminal cou rt in Kan­ 
sas City Friday afternoon fou nd Mrs. 
Dora Drogmu nd gu ilty of manslau ght­ 
er in the fou rth degree for killing her 
hu sband, and assessed her pu nish­ 
ment at twelve months in the cou nty 
Jail. 
She may not serve even that, for 
her attorney, L. C. Boyle, said Friday 
night that he will ask Ju dge Wofford 
to parole her for the time, oecau se of 
her physical condition and becau se 
of the fact that she has a baby on’y 
two months old. 


LABOR AS USUAL. 
A 


BE SAME AS ANY OTHER DAY. 


The Matter Is In the Hands of War­ 
den. Matt Hall and the Contrac­ 
tors of the Prison. 


THEY ATE CREAM PUFFS. 


Between 50 and 100 Persons Were 
Poisoned in Buffaio. 


Bu ffalo, Nov. 2 4.—Between'fifty and 
one hu ndred persons living at variou s 
sections In Bu ffalo were poisoned by- 
eating cream jmffs yesterday, bu t to­ 
day, according to reports, none will 
die? althou gh a nu mber are still very 
ill. 


“ TEDDY” HEARD FROM. 


Was 530 Miles North of San J uan at 
9 :30 a. m. Saturday . 


Jefferson City, Mo., Nov. 24.—“Th.2 
chances are good that Thanksgiviu g 
will not be o|)SBrved’at the peniteu - 
tiary as was the case last year. W ar­ 
den 
Hall said today that the prison 
Avou ld ru n Thanksgiving ju st the sama 
as any other work day. 
“The contractors have not 
asked for 
an observance: 
th% day,” saiO|. the 
warden, “and as 
a consequ ence, work 
will go ^ e a d there the same as on 
any other wq§ k day.*” 
^ 
The “squ ire^’ labor employed at lao 
prison is anxiou s to observe the day, 
bu t all these 
b^’'ComiBUed 
o work a fu ll day u nder present ar­ 
range nYents 
and in disobedience 
Governor 
F oil’s requ est-that th# day 
be observed. 
Governor Folk said that he wou l 
discu ss the m atter with the 
bu t he was of the oyi''* i* 
board of prison inspectors had fu ll aixr 
thority In the premises. 
Attorney General Hadley stated that 
the board had,considered the su b j^ t 
and had no obj^tion to the day beinfs 
observed,* bu t ho was of the opinion 
that X\ e m atter was in tl\e hands of 
the w&rden and the contractors. 


i 
Washington, 
D. 
C., Nov. 24. A 
wireless today trom the Louisiana, 
bearing President Roosevelt home, 
gave th^ location of the battleship a 
9 :30 this morning at 530 miles north 
of San Juan. 


FEDERATION OF LABOR. 


Samu el Gompe.-s Has Been Reu lecteJ 
Presldsmu 
Minneapolis, Ind.* Nov. 24.—^Sfemuel 
Gompem..was today, re-elected presi­ 
dent of the Amirtcan Federation of 
Labor, i 
s 
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SE D A L IA 
SU N D A Y 
DEM O CRAT, 
SU N D A Y M ORNING, N O V EM B ER 25. 
NEW SEDALIA THEATER 


TONIGHT! 
TONIGHT 
TONIGHT! 


Joseph M. Qaites Presents 
JOHN L. KEARNEY 
X 
In mchepd Carla’s Tremendously Sucoessful 
Farcical Opera 


SEE THE 
BLUE RIB80N CHORUS 
OF PRETTT GIRLS 
THE 
See tke Famous 
Peanut Ballet 


SATURDAY, DEC. 8th. 


£ * D. Stair o ffers the rapid fire Co median, 
u Hap Wa» d," 
MAYMOF Tono 
75 


THE OHLY MUSICAL 
FULL OF SQN6S OF 
SHOW IN fOWH 
THE WHISTABLE KIND 75 
BEST COMEDY OPERATIC STARS 


PRICES; 
25c, 50c, 75c, $1.00 and first six rows 
Orcfiostra, $1.50. 


SCENE IN MAYOR OP TOKIO 


The co mpany carries two 6 0 ft. cars o f 
scenery and o wing to the large stage I will 
guarantee that the pro ductio n will be presented 
as in the large cities.— G e o . F. O l e n d o r f . 


(Ecrmerly o f Ward & Yo kes,) 


In a brilliant new So ns: Sho w, 


i 


‘Not Yet, Bu t Soon.” 


4 
# 
5 0 Peo ple Including A Dandy Cho rus. 


EVERY SONG IN THE SHOW IS 
EVERY COSTUME IN THE SHOW IS 
THE ENTIRE SCENIC PRODUCTION IS 
ALL THE BEAUTIFUL CHORUS WORK IS 
THE PIECE WITH ITS HUNDRED LAUGHS IS 
The Funniest and Best Dressed 


M usx il Farce In America 


So me Peo ple Yo a Kno w—LUCY DALY, 
h RED 
WYKOFF. JOHN C. HART, Abe Friedland, Fred Parent, 
Maade Alice Kelly , Dick Barry . Mario n Merf I 
Chas. 
(Sandy ) Chapman, Ro bert Ev ans, Madeline Backiey , Helen 
Clark, Kitty Parks. 
<<Hap’s Happiest Happening” 
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I V 
I e i ' t l r i o o a 
n 
d 
I M 
i g h - t 
FOXY GRANDPA 
Seooad Year Of 
THE UUGHTER FESTIVAL 


All H« w au sloalNov« Hi« s 
A Cliorus of Un- 
rlvaOiod Beauty. 


PRIO BC9: IWIm-L.. S S o, 3 S o, SOo. 
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"va«r‘' THE MIDNIGHT FLYER Big Surprise 


S E E ?j;?íí!í*ít"oíllp*«.M 
I 
?l25iSlRHl»t!ipwr.ok 
1 S E E 
Prioesi Mat., 10c and 260. Nl||lit, 26e, 35e and 50o. 


RAILROAD RUMBLE 


(Co ntinued fro m Page 5 .) 


eral manager o f the Queen & Cres­ 
cent railro ad sy stem, to succeed W. A. 
Garrett, who recently resigned to ac­ 
cept the v ice presidency o f the Sea­ 
bo ard Air line. 


the Wabash in the appo rtio nment o f i 
freight earnings tend to lessen 
th^ 
rev enue o f the Missou ri div isio n. 


Engineer Daniels Fell. 
H. A. Daniels, the %’eteran engineer 
the Lexington branch, is ju st recov- 
aad 
froKi a severe inju ry receiv» id 
bf them 
Wednesday fo reno o n, 
gro und, 
While retu rning hdme on that 
day , 
phaptlv 'and go ing throu gh the east y ards o f 
lh|"W the Missou ri Pacific, Mr. Daniels fell, 
sustaining a sev ere sprain of the right 
\ 
wrist and leg, in additio n to receiv ing 
1 
a number o f painfu l bruises. 
} 
Mr. Daniels has been laid up at 
ho me since and Saturday was able to 
be up to wn fo r the first time. 


% 
IMP 
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Wouldn’t Abolish Passes. 
Ex ecutiv e o fficials o f western ro ais 
iS e t in Chicago Friday and entered 
into a new 
pass 
agreement. The 
ro ads were unable to agree to the 
abo litio n o f all state transpo rtatio n, 
hut did agree to abo lii^ all which 
co uld in any way affect traffic. 
An effo rt was made to get an agree­ 
ment to do away with po litical trans­ 
po rtatio n, 
but it was 
unsuccessful. 
Tlie ro ads 
will co ntinue 
to issue 
passes to members o f legislatures and 
to po liticians if they see fit. 


Train Crew W as Held. 
At Valparaiso, Ind., Satu rday, the 
coroner rendered a verdict on th-i 
wreck of an imimgrant train 
at Wood- 
vill© recently, when sixty lives were 


i 
m 
t 
Frank Calnau er, engineer of the 
'first sectio n of the freight train; Sam­ 
uel J. Mo ste, co nducto r, and 
Daniel 
Woodward, 
head brakeman 
of the 
feiight train, were held responsible. 
All three men were arrested. - 


Hospital Arrivals. 
The following new arrivals 
are reg­ 
istered at the M., K. & T. hospital: 
J. E. Ho pkins, o perato r, Emery , 
Tex as. 
W. J. Henderso n, bridgeman. Co le, 
I. T. 
A. J. Sims, bridgeman. Co le, I. T. 


Missouri Revenue Lessened. 
Richard E. Berger, freight au ditor 
the 'Wabash railroad, recalled in St. 
PlAtifs Satu rday in the Missou ri maxi- 
hhiir:. ir# » ight rate hearing, developed 
Gie lact thb**^e percentages u sed by 


Coach, Cab and Caboose. 


Satu rday, ninety-nine company pa­ 
tients were registered at the M., K. & 
T. hospital. 
C. J. Garrett, the Missou ri Pacific 
coppersmith, is su ffering from iu i at­ 
tack of rheu matism. 
J. E. Snedeker, the Missou ri Pacific 
trainmaster, went to Jefferson City 
Satu rday on company bu siness. 
Su perintendent W. J. McKee, of the 
Missou ri' Pacific, retu rned Satu rday 
night from a company visit at St. 
Lou is. 
Master Carbu ilder W. A. Mitchell, 
of the M., K. & T., retu rned Satu rday 
morning from a company visit at St 
Lou is. 
W. U. Wiley, the railway accident 
Insu rance agent, retu rned Satu rday 
afternoon from a bu siness visit at Jef­ 
ferson City. 
V. Wright, 
the Missou ri 
Pacific 
brakeman, left Satu rday afternoon for 
Centervlew. called there by the illness 
of a relative. 
James C. Hou gh, the inju red Katy 
switchman, 
continu es 
to 
improve 
daily, and Satu rday was able to sit 
u p in a chair. 
Charles Hall, clerk to the Missou ri 
Pacific yardmaster at Kansas City, 
came down Satu iday night for a visit 
with relatives. 
M. J. McGraw, master mechanic for 
the Missou ri Pacific, with headq u ar­ 
ters at St. Lou is, came u p Satu rday 
to spend Su nday. 
J. H. Baker, foreman of the Mis­ 
sou ri Pacific telegraph constru ction 
office, went to Kansas City Satu rday 
night on company bu siness. 
E. M. Alvord. general su perintend­ 
ent of the M., K. & T., in his special 
car, passed throu gh Sedalia Satu rday 
night on Katy train No. 1, en rou t3 
sou th. 
C. W. Jaminet. chief clerk to Mas­ 
ter Carbu ilder W. A. Mitchell, of the 
Katy. leaves this forenoon for Mon­ 
roe City. Mo., to attend a Knights of 
Colu mbu s Initiation. 
So far du ring the present month 
fi,irty-tw'o Missou ri Pacific employes 
hrr"' "ecelved medical and su rgical 
atteiiiion at the Katy hospital. Of 
this nu mber, nine received treatment 
du ring the past week. 
^ Special ear No 74, the private car 
of F. N. Finney, president of the M., 
K. & T., which has been at the local 
shops having an electric speed indica­ 
tor annexed, was taken to St. Lou is 
on train No. 4 last niglit. Mr. Finney 
will leave in his special car soon for 
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“P O L IT IX ’ — P O L IT IX " 


Po litls is the name o f the new po pular card gnme. 
Fo r 
o ld and 
y o ung. 
The Hit o f the seaso n. No matter what y o ur po litics 
are. 
y o ur party can win. 
"JAN KEN PO” is the title of the new .Japanese card game. 
Very interesting. 
For the children we have an endless variety of 
drawing stencils, sewing cards, disected maps, pictu res, etc. 
Also Flinch, Sir Hinkle. Block, checkers and other old friends. 
CHAS. E. WEST, 408 Ohio St. 


Californa, where he will sojou rn lor 
his health. 
A. J. Herschbcrger, the sou th end 
Katy condu ctor, is laying off. 
Frank Spencer, the Katy fireman, 
Is laying off, owing to Illness. 
Katy officials are complaining of 
the scarcity of water in all reservoirs 
along the line. 
j 
Sam 
Asher, 
a 
Missou ri 
Pacific 
blacksmith’s helper, look a lay off; 
Satu rday to rest. 
I 
T. J. Warren, the Katy roadmaster { 
at Nevada, was a company visitor in • 
the city Satu rday. 
j 
J. II. Whitley, the Katy fireman, j 
went to ClWton City Satu rday to spend 
Su nday with relatives. 
Claim Agent W. L. McCu tcheon, of 
the Missou ri Pacific, went to Boonville 
via the Katy Satu rday. 
Division Lineman Fitzpatrick, of the 
Katy, was a north bou nd “dead-head 
on Katy train No. 2 Satu rday. 
Roadmaster William Mu lholland. of 
the Katy, made a company visit on 
the north end of the road Satu rday. 
J. M. Chandler, the Missou ri Paci­ 
fic roadmaster. transacted company 
bu siness at Warrensbu rg Satu rday. 
M. J. Maloney, a boilermaker for 
the Katy at the local shops, resu med 
du ty Satu rday night, after a brief lay 
off. 
L. S. IMdlns, the railway accident 
Insu rance agent, went to Jefferson 
City Satu rday noon on company bu si­ 
ness. 
Missou ri Pacific train No. 10, Fri­ 
day night. wa4 ru n in two sections, 
the second section carrying late L. & 
S. connections. 
F. M. Settlemore and A. Ripley, of 
the water 
service 
of the Missou ri 
Pacific, made a company visit at La- 
monte Satu rday. 
Arthu r Norris, night called for the 
Katy, is now working the day shift, 
while Extra Caller Earl Eckhoff is do­ 
ing the night “stu nt.” 
C. M. Jacobs, local ticket agent for 
the Katy. rei>orts bu siness so far this 
month exceptionally good, and a con­ 
siderable increase over last year. 
Su perintendent N. J. Finney, of the 
Katy, Satu rday cau tioned condu ctors 
not to tu rn the angle cocks on the 
trains when trying to brass a car. 
Assistant Mechanical Engineer Mc­ 
Intosh, of the Missou ri Pacific at Si. 
Lou is, retu rned to the Mou nd City 
Satu rday noon, after a bu siness visit 
here. 
L. F. Bacon, 
traveling passenger 
agent for the Santa Fe railway, with 
headq u arters at Kansas C\ t y, 
was in 
the city Satu rday on company bu si­ 
ness. 
G. W. Anderson, chairman of the 
grievance committee of the B. of R. 
T. on the Missou ri Pacific, left Satu r­ 
day noon for a bu siness visit at Little 
Rock, Ark. 
The M., K. & T. has annou nced a 
rou nd trip fare of $ 48 to Havana, 
Cu ba, tickets to be sold on December 
18 and 20, inclu sive, with final limit 
on Janu ary 9 th. 
C. W. Royce, the Missou ri Pacific 
brakeman on trains Nos. 69 5-69 6, re­ 
ported for worl i Satu rday, after being 
off on accou nt 
of illness, 
relieving 
Brakeman Ellison. 
Su p e rin te n d e n t A. DeBarnardi, of 


the Missou ri Pacific at Coffeyvllle, 
Kan., in his special car. No. 169 , pass­ 
ed throu gh Sedalia Satu rday morning, 
en rou te to St. Lou is. 
C. W. Gottschalk, the Missou ri Paci­ 
fic engineer ou t of Jefferson City, and 
family, who have been visiting rela­ 
tives here, retu rned home to the state 
capital Satu rday afternoon. 
Master Carbu ilder W. T. Cou sley. u f 
the C.. P. and St. L. R. railway, wltn 
headq u arters at Springfield, 11!., and 
Mrs. Cou sley, are the gu ests of Mr. 
and Mrs. A. Arnold, of West Fifth 
street. 
Mark Daniels, the Missou ri Pacific 
machinist, who has been laying off 
for some time with an inju red finger, 
is getting along very nicely, hu t it 
will likely be a month before he can 
resume work. 
Su perintendent N. J. Finney Satu i­ 
day issu ed Instru ctions to trainmen to 
preserve all packing removed from oil 
boxes on trains 
an(f tu rn the same 
over 
to the storekeeper 
whenever 
they get a su pply of the packing. 
John M. Scott, chief clerk to Su ­ 
perintendent 
N. 
J. Finney, 
of the 
Katy, who with a party of friends has 
been hu nting at Antlers, I. T., did not 
retu rn home Friday night as was an­ 
ticipated. bu t is expected home to- 


nl j ^ t . 
Su perintendent N. 
J. Finney, of the 
Katy, Satu rday Issu ed a bu lletin re­ 
q u esting the discontinu ance of calling 
time clerks by wire except In cases of 
emergency, and in the latter case a 
written report mu st accompany wire 
req u est. 
Trainmaster J. E. Snedeker, of the 
Missou ri Pacific. Satu rday issu ed a 
bu lletin to condu ctors and train au di­ 
tors req u esting them to honor tickets 
on the Great Northern railway, via 
Billings, which expired recently, hold­ 
ers of the tickets being delayed on ac­ 
cou nt of washou ts. 
Lee Hearn, day caller for the Katy, 
and extra telegraph operator, more 
familiarly known In railroad circles 
by the 
title of “General 
Shafter,” 
which nom de plu me he acq u ired by 
attentiveness to du ty, went to Schell 
City Friday night to handle the Hey 
ODD BITS 


ODD B IT S T H A T B E A U T IF Y T H E 


HO M E AND F IL L O U T T H E DIN- 


N ER S E R V IC E 
FOR 
T H A N K SG IV 


ING CAN BE HAD AT 


CONDICT&RENIE 
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i 
S A l 
X 
m 
RCTAIL 


3 0 7 
_ 
OHIO ST. 
Bell Phone 1*4 
Q.C. Phone 307 


for several nights in place of a man 
who is laying off. 
C. L. Bandy, assistant time keeper 
at the Missou ri Pacific shops, left 
this morning for a day’s visit at St. 
Lou is. 
Trains on the Missou ri Pacific and 
M., K. & T. are gradu ally arriving 
schedu le time, after a two weeks’ per­ 
iod of delays. 
f 
The Missou ri Pacific railroad has 
u nloaded over twenty car loads of 
lu mber at the new « hops du ring the 
past few weeks. 
B. G. Miller, the Missou ri Pacific 
ilspatcher, has resu med work, after a 
fire days* sojou rn at the company hos­ 
pital in St. Lou is. 
E. A. Gou ld, general su perintendent 
of 
the 
Missou ri 
Pacific, 
passed 
throu gh from Kansas City to Si. Lou is 
on train No. 10 this moaning. 
Traveling Freight Agent Allen, of 
the B. & O. S. W., with headq u arters 
at Kansas City, was in the city Satu r­ 
day calling on Commercial Agent W. 
B. Shirk, of the Missou ri Pacific. 
To avoid delay at stations and ex­ 
pedite the nl:» vement of passenger 
trains, the Wabash req u ests all pas­ 
sengers to leave the train by the rear 
door while those hoarding the train, 
will enter by the head door. 
A railroad company is not liable for 
the action of a brakeman who slam­ 
med a coach door, pinching the end 
off a finger of a passenger. 
Thi s de­ 
cision 
was handed down by Ju dge 
Worthington, in the circu it cou rt of 
Peoria cou nty, 111. 
J. H. Bower, the Lexington branch 
passenger condu ctor, brou ght in from 
his ru n last night two fine Opossu ms, 
which were presented to him by a 
friend at Au llviile, and tonight the 
genial John will dou btless enjoy a 
su pper to his liking. 
Nelson Smith, the Missou ri Pacific 
brakeman on the “Cannonball,” who 
has been at the company hospital at 
St. Lou is, receiving treatment for an 
inju red foot, accompanied by his wife, 
retu rned home Satu rday. He is get­ 
ting along very nicely. 
Missou ri Pacific lodge No. 9 7, B. R. 
C. of A., 
initiated 
H. E. Book, a 
tru cker at the new shops, into the 
order last night and bailotea ron the 
application of E. V. Gorrell. At the 
next meeting of the lodge, t wo weeks 
hence, the nomination and elecció n of 
officers will take place. 
Commercial Agent John W. Con­ 
ner, of the M., K. & T., went to Jef­ 
ferson City via the Missou ri Pacific 
Satu rday noon. Mr. Conner retu rned 
Satu rday forenoon from a bu siness 
visit on the Wabash road add report­ 
ed that the company telegraph poles 
and wires are in a frightfu l shape, ttie 
resu lt of recent storms. 
George Bailey, the genial Pu llman 
condu ctor, ru nning on the Missou ri j 
Pacific between St. Lou is and Kansas 
j 
City, whose smiles are seen in this ^ 
city every few days, passed throu gh! 
Sedalia on train No. 1 yesterday after­ 
noon, after a nine weeks' lay off. 
George Is looking well and says he 
enjoyed his vacation to the fu llest. 


SEDALIA PUPILS’ WORK. 


It is Now on Exhibition at the Publi 
Library. 


Miss Snoddy, the teacher of manu al 
iNi|||ing in the pu blic schools, has 
brou ght to the library some raffia mats 
and Fonm 
hand paper cu ttings o 
Indians, pu ritans^ chu rches, tu rkey^ 
and 
other things 
connected 
with 
Thanksgiving. All the work was done 
by grade pu pils. It may be seen 
the children’s room. 
The pu blic library will be. 
Thanksgiving, all day. 
The editor of the Morgan Park Aca 
demy News is sending the news regn-' 
larly to the library, and it is on file in | 
the reading room. Morgan Park Aca-| 
demy is a preparatory school for the 
University of Chicago, and those in­ 
terested in the school will be glad .ta 
see the paper. 
TTie American library Association 
has printed in its monthly book list 
a 
list of books su itable for Christmas 
gifts to children. The library often 
has req u ests for lists of this sort, and 
this list made by experts will dou bt­ 
less he fou nd su ggestive. 
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Young People’s Local Union. 


The You ng People’s Local Union 
will hold a su nrise/meeting Thanks 
giving morning at 
6 :3 0 in the lectu re 
room of the First Christian idiu rch. 
Dr. W. E. Handley wili lead the meet­ 
ing. The pu blic is cordially Invited 
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Hot Water 
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B o ttle T im e 
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EafUer in the seaso n we 
anlio ipated y o ur wants 
in H u 
t 
W 
a t e r B o t - 


t l e e aad hav e lo r y o ur 
selectio n a new and v ar­ 
ied asso rtmmil ranging 
in size fro m 
pint to 4 
quarts. 
We especial^ reco m- 
mmid the **Nugget All 
Rubber Bo ttle” a go o d» 
serv iceabies aU aro und 
ho t water little adapted 
to hard usage. 
FnUy 
guaranteed; if it leaks 
y o u get a new o ne. 
If v o n can’t co me 
do im 
TELEPHONE 18 


For Rent—A fou r 
room 
cottage, ^ 
comer 
Twenty-first 
and ^ Vermont. * 
Call at 41 0 East Seventh. 
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CARING FOR PETS. 


PROPER TREATMENT IN HEALTH 
AND IN SICKNESS.' 


Characteristics of the Popu lar Pu gs— 
Han d -Reared Kitten s—Salt Baths 
for Sick Gold fish— Bird s* 
Need of Su n light. 


✓ « 


THE 
MODEL 
Men ’s Fín e Fall Su its, 
Overcoats an d Rain Coats 


JOHN KEARNEY an d MARCARE T McDONALD in “May or of Tokio. 


STANLEY COAL CO 
GOOD GOAL ! GOOD SEBVICE 
R e a s o n 
a b l o R r i c a a 


YARDS, 620 EAST FIFTH STREET 


OFFICE, 31 S. OHIO. 
*PHONES, M 


W ILL KNOW BETTER HEREAFTER. 


You n g Men Come Off Secon d Best In 
En cou n ter With Porcu pin e. 


Literally 
livin g pin -cu shion a an d 
filled with porcu pin e qu ills from their 
an kles to their^ thighs, Bu rt Seavey 
an d Cu llen Jord en , of Scarboro, were 
taken to a Portlan d phy sician for 
treatm en t after a battle with two 
sla n t “Main e hed gehogs.” which they 
had en cou n tered in a wood road while 
retu rn in g from work. 
The phy sician 
plu cked more than 35 qu ills from the 
legs of each man , hu t n o seriou s re­ 
su lts are ex pected , u n less blood pois­ 
on in g sets in . 
As soon as the two y ou n g farmers 
came u pon the porcu pin es. Ju st be­ 
fore d u sk, they picked u p clu bs an d 
started for the an imals. 
The hed ge- 
hbgs, as they are called hereabou ts, 
jabbed their n eed le-poin ted qu ills In to 
the farm ers legs. 
The y ou n g men 
respon d ed with a short, bu t sharp 
attack with their clu bs, bu t the hed ge- 
bogs proved to have the better weapon 
an d isarrled the d ay . 
Althou gh on e 
them was left stretched ou t on the 
grou n d , the other retreated triu m­ 
phan tly an d in good ord er, m aster of 
the situ ation , while the two agricu l­ 
tu rists limped home an d ou t of harm’s 
way as speed ily as possible.—N. Y. 
World . 


y ou n g 
\rCLia .u—tv u ac u u y ou worx at : 
“You n g Woman — 
works in a jam 
factory . 
f “W hat d o y ou d o there?” 
“ T makes the seed s.’ , 
“ Make the seed s? 
W hat d o y ou 
mean ?. 
“1 makes the seed s ou t er wood . 
The pu blic d on ’t like jam withou t 
seed s.”—Boston tran script. 


Evergreen s Need Protection . 
All evergreen s su ffer in win ter from 
warm 
weather an d 
d ry in g 
win d s, 
which cau se their leaves to evaporate 
moistu re faster than it can be su pplied 
by the roots, which may be in frozen 
grou n d . 
The y ellow color of ever­ 
green s in win ter is u su ally a sign of 
d istress, an d bron zin g is a sign of im­ 
perfect hard n ess or of willin gn ess to 
d rop the leaves for a while in ord er 
to withstan d the win ter. 
The best \ 
way to protect rare an d costly ever­ 
green s is to plan t 
them 
behin d 
a 
win d break or amid a grou p of other 
trees. 
The prevailin g win ter win d is 
u su ally from the n orthwest. All con i­ 
fers, whether hard y or n ot, are glad 
to be mu lcted with eight Or ten In ches 
of leaves or coarse man u re.—Gard en 
Magazin e. 


CRITIC MAY BE FOOLED, 


Alex an d er Pope Showed It in Day s 
of Old . 


I 


f j 


W hat can he more mirth-provokin g 
than the n aive simplicity with which 
A pompou s critic, who prid es himself 
on his ly n x -ey ed acu ten ess, will some­ 
tim es walk in to a trap that has been 
se t for him? 
When Alex an d er Pope 
w as tran slatin g Homer, he read , by 
requ est, several books of the “Iliad ” 
to Lord Halifax —whom he character­ 
izes as a literary oox comjh—^at his 
bou se. 
Du rin g the read in g his lord ­ 
ship several times stopped the poet 
an d su ggested that certain passages 
m ight be improved . 
Perplex ed an d 
Irritated by the ad vice, the poet with­ 
d rew with Garth, who lau ghed heartily 
a t the in cid en t, an d told him to leave 
the verses ju st as thry were—to call 
o a Halifax a mon th later, than k him 
for his criticisms, an d then read again 
the verses to him u n altered . 
Pope 
followed this ad vice, say in g to Hali­ 
fax that he hoped his lord ship wou ld 
n ow fin d his objection s removed — 
u pon V* hich Kaliiax . d elighted , cried 
ou t: 
“Ay , n ow they are perfectly 
right; 
n othin g cou ld be better.”— 
Su ccess. 


Pu gs are very affection ate an d good 
tempered d ogs; their great fau lt is 
greed in ess, an d this is all the more- 
seriou s as they are n atu rally in clin ed 
to be fat, an d wan t less food than 
most d ogs of their size, an d more ex ­ 
ercise. 
When a kitten has to be reared by 
han d the best thin g to d o is to brin g 
it u p on the bottle; a min iatu re feed - 
I 
in g bottle su ch as.is sold in toy shops 
will an swer the pu rpose 
ad mirably . 
The method is mu ch su perior to spoon 
feed in g, as the latter in volves mu ch 
han d lin g, an d kitten s shou ld be han ­ 
d led as little as iFossible u n til they 
are six weeks old . 
The most common an d fatal of the 
d iseases which attack gold fish is a 
fu n gu s growth which first appears as 
a tin y white speck on the tail, fin s, 
head or bod y of the fish, an d which 
spread s with great rapid ity u n less 
it is treated at on ce. 
The sick fish 
shou ld be placed in water con tain in g 
a stron g solu tion of salt. 
It shou ld 
then be taken ou t an d wiped with a 
soft cloth so as to remove as mu ch of 
the growth as possible, after which 
it shou ld be given a secon d salt-wa­ 
ter bath. 
This seems to en able the 
fish to throw off the d isease soon er 
than an y thin g. 
If y ou r can aries have laid eggs ou t 
of season it is safer n ot to allow 
them to be hatched , bu t to take them 
away an d either d estroy them or blow 
them an d pu t them on a strin g. The 
reason of this is that the mou ltin g 
season may be at ban d , an d it is too 
great a strain on y ou r bird s’ con sti­ 
tu tion s to brin g u p an other family . 
Plen ty of su n light greatly beau tifies 
a bird ’s plu mage. If it is d ally placed 
where the su n ’s ray s can fall u i>on it, 
the feathers will become far brighter 
an d more richly hu ed than if it is 
alway s kept in the shad e. 
Take the 
precau tion , however, to cover a por­ 
tion of the cage so that the bird can 
retire ou t of the glare of the 
su n 
when it chooses. 
Retrievers learn to fetch an d carry 
more qu ickly than other d ogs, an d 
may be mad e very u sefu l in brin gin g 
on e’s slippers an d other small arti­ 
cles, an d in carry in g thin gs in the 
street 


Saw Chan ce For Bu tin eaa. 
Saw 
Captain Homer W. Hed ge, presid en t 
of the Aero clu b, said in Pittsbu rg 
apropos of a very d a rerou s balloon 
d escen t: 
“This remin d s me of a visit that 
was paid to the aeron au tical ed itor 
of a certain n ewspaper by a solemn 
man in black. 
“ ‘The n ew Aefo clu b Is d oin g well. 
I believe?” the visitor began . 
“ ‘Yes,’ said the ed itor. 
‘We have 
alread y n in ety members.* 
“ ‘Good ! 
An d ascen sion s will soon 
begin , eh?* 
“ ‘They will begin within the week.’ 
“ ‘Now. sir,* said the man in black, 
‘I Irlll pay y ou on e d ollar a lin e if y ou 
will write in y ou r ‘an swers to corre­ 
spon d en ts* colu mn that the qu ickest 
an d best way to d escen d in a balloon 
is to bore a hole in the gas bag.’ 
‘ The ed itor shook his head , 
“ ‘It’s a liberal offer,’ be said , ‘bu t 
I’m afraid we can ’t accept i t ’ 
“The man in black sighed . *‘I am 
sorry ,’ he said , an d he walked ou t. 
“ ‘Who is that man ?’ asked a sten ­ 
ographer, lookin g u p from his d esk. 
“ ‘That,’ the ed itor replied , is ou r 
n ew coron er. He is paid by the job.’ ” 


Facts Small Bu t Divertin g. 
The Satu rd ay Review n ever wearies 
of jibes at America, at American mil­ 
lion aires an d can n ed shoes, its brain s 
n ever refu se to in ven t epithets for u s 
n ot at all smooth an d flatterin g. All 
evil practices origin ate in America, 
as the Review sees the world . Is food 
ad u lterated in an y cou n try ?—if the 
Importation Itself is n ot from America, 
« the id ea is. 
The Cosmopolitan is led 
to won d er, then , if the Satu rd ay Re­ 
view n oted in an other Lon d on prin t, 
by d ally issu e, a con versation heard 
in the Lon d on slu ms an d of this im­ 
port: 
^Social W orkfr. visitin g home, to 


For the Hall of* Den . 
Mission 
fu rn itu re 
in 
d ark 
oak 
ad orn s man y halls better than mahog­ 
an y . If the hall 
is 
large, 
mission 
chairs may be accompan ied with a 
table an d tabou ret. A settle of the 
same with a d etached mirror havin g 
hooks for hats an d coats is n ewer 
than the hat-rack an d seat combin ed . 
An en tran ce hall may also con tain 
an od d chair, which may be a family 
heirloom. 
A Chin ese hou r-glass chair, which 
is of willow, is a favorite in the d en 
or stu d io. For comfort 
the 
chair 
shou ld have loose cu shion s 
at 
the 
back an d on the seat. These shou ld 
be covered in material *of Orien tal 
d esign . 


The hig h cha ra cter o f o ur lines 


o f Clo thing , the fa ultless sty les, 


the present co mpleteness o f the 


to ck a nd the rema rka ble v a lue- 


g iv ing co mbine to ma ke this sto re 


a po int o f interest To r men seek- 


ing the v ery newest o f sty les a nd 


pa tterns a t the lo west prices o b- 


ta ina ble. 
All 
the po pula r fa ll 


sty les in Suits a nd Ov erco a ts a re 


sho wn in a wide ra ng e o f efíectiv e 


desig ns. 


J 
Overcoats 


$8. $10, 812 , $15, $16.5 0, $18 


a nd $2 0 


Su its 


$7 .5 0, $10, $12 .5 0, $15, $16.5 0, 


$18 a nd $2 0. 


Rain coats 


$10,.$12 .5 0, $15, $16 a nd $17 .50 


Star an d Stetson 


Soft an d Stiff, Hats 
In a ll the la test sha pes a nd 
sha des, $2 to $3 .5 0 
All America 


a nd o ther ma kes sho es. Allthe 
desired lea thers a nd the mo st 
sty lish la sts 
$2 .5 0 to $4 
rien ’s Fu rn ishin gs 
• f 


Shirts, Neckwear, Hosiery . 
' The n ewest pattern s can be had here I 
The 


Ì á 


J.Wa ldma q, Pro p. 
SIS?;.® *''“124 Ohio Sho o t 


Same Old Story . 
It was the vacation ru sh in the bag­ 
gage room of the big d epot. Su d d en ly , 
withou t warn in g, there was an ex plo­ 
sion that shook the bu ild in g. 
“The tru n k of an an archist with a 
bomb in it!” shou ted the d epot d etec­ 
tive, 
“Ru ssian Nihilists!” echoed a man 
in the crowd . 
“The Black H an d !” ad d ed a third . 
Bu t ju st then a meek little man 
pu shed his way throu gh the crowd an d 
picked u p the fragmen ts of a hin ge. 


Kid n ey an d Tomato Pie. 
Boil fou r ou n ces of macaron i till 
ten d er an d cu t it in to in ch len gths. 
Skin an d core a beef kid n ey , boll if 
slowly in salted water for half an ' 
hou r an d cu t it in slices. Bu tter a 
pie d ish, pu t a lay er of macaron i on 
it, over that spread a lay er of sliced 
kid n ey season ed with pepper an d salt 
an d mad e mu stard ; 'd red ge 
lightly 
with flou r. Cover this with a lay #r ol 
sliced raw tomatoes, sprin kled with 
bread cru mbs, repeat the lay ers in 
the above ord er, ad d some good rich 
gravy , an d let the top lay er be ol 
bread cru mbs with small bits of bu t 
ter on the su rface. Bake stead ily foi 
t 
an hou r. 


UNWRITTEN PAGE OF HISTORY. 


“Lu cy ’s tru n k!” he sighed . 
“I iold 
her if she forced an y thin g else In that 
tru n k the wohle top wou ld blow off. 
Bu t a man can ’t tell 4 woman an y ­ 
thin g when she is packin g.” 
Ten d erly 
they 
lifted 
the 
poor 
“smasher” from the floor an d picked 
from his 
an atomy 
on e 
toothbru sh 
han d le, on e cu rlin g iron ,, a soap d ish 
an d a belt bu ckle. 


Chicken In Jelly . 
Prepare a chicken as for boilin g 
Place it in a sau cepan with su fflcien i 
water to cover it “cold ,” ad d a sprig of 
thy me an d a thick slice of lemon , an r 
salt to taste. 
Cook gen tly till ten d er. Mean while 
soak half an ou n ce of gelatin e in su ffl 
cien t water to cover i t 
When the 
chicken is d on e ad d the gelatin e tc 
the liqu or in which the chicken wat 
boiled , an d red u ce. Skin the chicker 
when cool, an d cu t it u p in to n eai 
Join ts. 
Place In a rou n d basin , or shape, i! 
preferred , an d when the liqu or Is re 
d u ced en ou gh strain over chicken an c 
leave till set. 


To Keep Clothes White. 
In pu ttin g away white clothes fron 
on e season to an other, to keep then 
from y ellowin g, take a bag mad e ol 
an old sheet, wash clean , 
d ip 
ir 
stron g blu ein g water an d 
d ry . 
It 
shou ld be very blu e. Then pu t clear 
clothes in bag loosely an d han g in £ 
d ark closet Clothes will keep white 
fcr y ears by this method . 


DIRN-CLONEY LAUNDRY CO. 


Best Rferk’andSast Service Buaranteed 
We Clean and Disinfect Carpets 
BOTH PHOHES 126 . 
- 
BOTH PHONES 126 . 
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In cid en t Said to Have Cau sed 
Cla /a 
Defeat for Prceid eeAv, 
An u n written page in the history of 
American politics came to light at the 
city ball In Min n eapolis when Mary 
Hu n ter, colored . 95 y ears old an d a 
former slave, gave her version of the 
failu re of Hen ry Clay to be elected to 
the presid en cy of the Un ited States In 
18 32. 
She' witn essed the famou s ban qu et 
given by the state of North Carolin a 
to Mr. Clay at Asheville. Hu n d red s of 
tables were spread u n d er the trees, 
an d n o greater en thu siasm was ever 
evoked by a political even t than was 
d isplay ed there. Nearly all the prom­ 
in en t men of the sou th were there, 
an d the n ame of Hen ry Clay was on 
every ton gu e. 
His election seemed assu red u n til 
a clou d of scan d al crossed the hori­ 
zon . Clay , she said , fell in love with 
a beau tifu l octoroon , who had been 
freed by her master in North Carolin a. 
The I secret was ex posed a few d ey s 
after the ban qu et, an d for man y weeks 
the magn ificen t girl was the object of 
all gossip In that part of the cou n try . 
“My mother kn ew Ihe girl well.” 
said Mary Hu n ter, “an d the talk start­ 
ed cau sed her to d isappear. 
No on e 
ever heard of her after that.” 
In ord er to save the social stan d in g 
of those who atten d ed the great feast 
the m atter was n ot spread broad cast, 
bu t lead in g politician s of 
both 
the 
sou th an d n orth were asked to pre­ 
ven t Hen ry Clay from ever occu py in g 
the presid en tial chair. 
How their work su cceed ed is a mat­ 
ter of history in North Carolin a, bu t 
when Clay was d efeated the su bject 
was d ropped an d n o on e cared to 
probe it fu rther. 
Mary Hu n ter wen t to Min n eapolis 
when the Six th an d Seven th Min n eso­ 
ta regimen ts retu rn ed at the close of 
the civil war. She has worked n early 
every d ay sin ce she was seven y ears 
old an d still earn s her livin g by hard 
d ay work. 
A short time ago she in ­ 
ju red her back, an d for the first time 
In her life, she has asked for charity . 
“I mu st work or I will d ie.” she told 
Ed ward Ekraan , of the poor d epart­ 
men t. “If I can get a little wood an d 
somethin g to eat for a few d ay s I will 
be u p an d workin g like I alway s have 
d on e.” 
Mary Hu n ter has been employ ed by 
fieverai promin en t families, who say 
she is won d erfu lly bright an d active. 


O ak Wood 
Lex in gton 
an d Win d sor 
Lu mp Coal. 
i C « n 
s a i s I W I I n « r » l IM u 
4 O o a i l . 
SEDALIA FUEL & FEED CO. 


WALTER WARREN, V. • .. L. L. DIGKHAN, Proprlvtw . 


410 lAOY SAIN OY. 
^ 
itfTM YCLKMIOMÌÒ SM 


When y ou r Horse or Cow or Dog gets sick call or con su lt 
Water Warren 
Veterin arian 


Grad u ate of the On tario Vererin ary College of Toron to, Can ad a In 
18 92. 
Poet Grad u ate of the Kan sas City Veterin ary College in 1904 


Office an d Hospital 410 E. Main Street 


Both ,Phen es 25 6 
SEDALIA, MO. 


Thanksgwi ag 


Shou ld hon or the d ay as wd U as their 
host or hostess by appearin g in perfect 
d ress. II y ou r wmrd robe is n ot at its 
best ^ e re is y et time lor y ou to leave 
y ou r measu re an d be fitted . 
We are ac­ 
kn owled ged masters at fittin g an d cu t­ 
tin g, as 5 ie man y ex amples of ou r work 
seen in d ou ble bim sted frock Su ts, 
the most d ifficu lt coat ol all to fit, 
show. Sin gle breasted froeks are mu ch 
worn an d are very d re^y when mad e 
by u s. 
Al bert T. Loswor,Tailor 


112 East Third Street.' 


SMOKE WHAT ■hlEY ALL SMOKE, 


Sold By 
CLEMENS HONKOMP,. M A K ^ . iSEDALIA, MO. 
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Mo n d ay an d Tu esd ay 
Mo n d ay an d Tu esd ay 
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Greatest 
All Th is 
Sales 


With Thanksg iv ing and the snow flurries of later Nov ember near, assuredly now is the 
time to b u y Win ter Ga rmen ts. 
Nev er' 
before in the history of our Clo a k, S u it 
and Fu r selling hav e we produced any thing to'compare with the b ea u ty, fin ish 
and sty le of 
these ty pes of Winter Garments (ready to put on). 
Big $15.00 Suit Sale 


About 35 garments in this lot— all new and strict­ 
ly up to the minute in style, 
Best and newest mate­ 
rials; values $17. 50 to $21. 50. 


Big Sale »Samiile Furs 


We have no room to show Furs, and will close 
out two beautiful sample lines about 30 per cent under 
value. 
( D O N ' T W A I T ) 
Bie $9.75 Coat Sala 


About 50 garments will be offered at »his price^— 
all 50 inches lon^, box style, and worth from $12. 50 
to $16. 50 eich. 
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Owing to the bad 
weather of last week, 
we will co n tin u e o u r 
Th a n ksg ivin g S a le 
o f 
Ta b le 
Liy>en s 
Monday and Tues­ 
day . 


B 
ED 
b 


PERSONAL. 
m 


Rev . Father Reitz went to Clifton 
liirday for a brief v isit. 
Miss Faith E. Smith has her mother, 
Aurora, 111., as her g uest. 
Mrs. Henry Laupheimer is home 
;*om a v isit in Kansas City . 
X W. Mellor went to J efferson City 


'‘■ ^ 2 Saturday noon on business. 
Dr. Callaway , of Nev ada, came up 
Saturday forenoon on business. 
Mrs. J . W. MeClure was down from 
Hug hesv ille y esterday , shopping . 
j. p. Kemp and wife were down 
from Lamonte y esterday , shopping . 
Miss May Potter jiame up from Ot- 
terv ille Saturda>^ for a shopping v isit. 
Dr. W. J . Ferg uson made a pro­ 
fessional v isit at Otterv ille Saturday . 
Mrs. La T. Beck and daug hter,. Er­ 
mine, will spend Tlianksg iv lng atClln- 
ton. 
*.! 
J . M. Barrasso came up from Cali- 
fonda Saturday nig ht to spend Sun­ 
day . 
G. A. Wtdder, the candy salesman, 
called on the trade at Boonv ille Satiir- 
* day . 
J 0 n Hunt and Clay Van Hook went 
to Tipton this morning to spend Sun­ 
day . 
A. Lu Howard went to California 
Saturday to spend today with his 
wife. 
Dr. H. B. Cole was at Knobnoster 
Friday nig ht on 
professional 
busi­ 
ness. 
Pat Sulliv an was in from his home 
neay Mora y esterday , transacting bus­ 
iness. 
Mr s . 
E. F. Yancey will return this 
weeH from a v isit jtt Dallas, Tex as, 
and Mrs. Geo. H. Trader will return 


5* 


A T 
Gandy Palace 


5 0 1 O h io 8 1 . 


Fur 
TMubig iv iag ! 


jJates, Figs 
Grapes, Lemons, Oranges 
Lime Fruit 
Fresh Made Taffies 
Stuffed Dates 
Lowney's Fine Choco­ 
lates 
in bulk and fancy 
boxes for gifts 
See them, buy them if 
you want the best 


from a v isit at Dallas and Shrev eport 
La. 
Mr.« . S. G. Kelly returned Saturdry 
forenoon from a two day s' v isit at St 
Louis. 
Rev . J . I. Oriison went to Deep- 
water Saturday to conduct serv ices 
today . 
M. B. Coleman made a few hours' 
v isit with rèlativ es at California Sat­ 
urday . V 
Misses Ethel Fessendeu and Witui 
Mae Rector are v isiting friends at La­ 
monte. 
Mrs. J . H. Tipton, of Oklahoma City , 
is the g uest of N. H. Gentry and 
family . 
M. J . Handler, of St. J oseplL is in 
the city as the g uest' bf Henry Laup- j 
heimer. 
Attorney Holmes Hall cattie in from 
J efferson City Saturday nig ht to spend 
Sunday . 
Irv in. Raut returned Satutdà ^^ \fter- 
noon Jro m a company v isit at .^effer- 
3 o n City . 
Charles Whismaii returned Satur­ 
day afternoon from a business v isit at 
St. Louis. 
Harry Heckman is here on a v isit 
to his parents. Mr. and Mrs. Edward 
Heckman. 
Hallam 
Courtney 
returned Satur­ 
day noon 
from a business 
v isit at 
Smithton. 
Mack Looney , the insurance adjust­ 
er. went to Leeton Saturday to adjust 
a fire loss. 
’ 
J . E. McCormick, the g rocery sales­ 
man, called on the trade at Sy racuse 
Saturday . 
W. H. Michaelis, the Clifton City 
merchant, was £ Saturday v isitor in 
Sedalia. 
Col. Walter Monroe went to Tipton 
Saturday noon to si>end Sunday with 
his family . 
J . B. Quig ley cr.me in frèni St. Louis 
Fatiirday nig ht for a brief v isit with 
hi« ^nmily . 
\V. A. Morg an, the independent oil 
salesman, went to Boonv ille Saturday 
on business. 
Roy 
and Harry 
Michaels are at 
Stov er, 
to 
be 
absent 
until 
after 
Thanksg iv ing . 
Mr, 
Parsons, the Sy racuse mer­ 
chant, was* a Sedalia v isitor in the 
city Saturday . 
G. H. Pountain went to California 
Saturday afternoon to spend Sunday 
with his family . 
J . M. Carpenter was down from La­ 
monte y esterday , and left a renewal 
for the Democrat. 
H. R. Finke, the hardware sales­ 
man. went to Windsor Saturday nig ht 
on out^de business. 
Misses Grace Voelkel and Naomi 
Butter will return this afternoon from 
;i v isit at Otterv ille. 
*'Biir* Bailey , the hustling j'oung 
trav eling salesman, who sells sheet 
metal g oods as fast as his company 
can make them, returned Saturday 


^orenoon from a business v isit in the 
Vine Clad city . 
W. M. Alspaug ii retnrned Satiirdav 
forenoon from a two day s’ v isit at his 
farm at Hug hesv ille. 
* Miss Olli^ Greer was the g uest of 
Miss Anna Calv ert, north of Green 
Ridg e, the past week. 
J ack DeVine. the salesman, return­ 
ed Sati^day forenoon from a v isit at 
Hannibal on business. 
Miss Viv ian Hansberg er left Satu» - 
day afternoon for a v isit at Kansas 
City and Omaha, Neb. 
. 
J . D. Thompson, a prominent stock­ 
man of Kidder, Mo., is in the city 
v isiting L. M. Monsess. 
Dr. and Mrs. Bransford Lewis are 
to be the Thanksg iv ing g uests of Dr. 
and Mrs. E.' A. Wood. 
Freemont 
Weeks, 
the 
teleg raph 
teac'per, came up from Webb City Sat­ 
urday to v isit his fapilly . . 
J ohn Montg omery , jr., and D. H. 
Smith ret^irned Friday nig ht from a 
business v isit at Nev ada. 
Richard Morey , of St. Louis, just 
home from Florida, was the g uest of 
relativ es here y esterday . 
Rev . Watkifis, of Clinton, was in tho 
city Saturday , en route to Long wood, 
w’here he preaches today . 
Mrs. A. C. Miner is v isiting friends 
at Rock Island, 111., and will remain 
until after Thanksg iv ing . 
E. T. Leftwlch. the hardware sales­ 
man, called on the^trade at Pleasant 
Green and Clifton Saturday . 
S. D. McGlnley . the candy sales­ 
man, returned Saturday nig ht from a 
company v isit at Hannibal. 
Lieut. R. O. Mason came down from 
Kansas City Saturday noon and v isit­ 
ed the local recruiting office. 
Mrs. Will DeBold and son, Walter, 
went to Windsor Saturday forenoon 
to v isit relativ es for ten day s. 
Miss Maud Duncan left Saturday 
nig ht for Minneapolis, Minn., to ac­ 
cept a stenog raphic position. 
Mrs. T. J . Dex ter has returned to 
her home in St. Louis, after a v isit 
here with Mrs. J ennie Brown. 
W. P. Sellers. Robt. Thompson and 
Wm. Todd were down from Lamonto 
y esterday , transacting business. 
Leo Bloess, the lumber merchant, 
returned Saturday afternoon from a 
business v isit at J efferson City . 
S. W. Coleman and brother. Prof. 
G. L. Coleman, 
returned 
Saturday 
nig ht from a v isit at California. 
Mrs. A. J . Tucker will hav e her sis­ 
ter, Miss Martha Williams, of Kansas 
City , as her g uest Thanksg iv ing . 
Miss Anna Cockrell, the g uest of 
Mrs. Ben Blair, will return to her 
home in Wari^hsburg tomorrow. 
Robert Thompson, of I.amonte. was 
the g uest of Dr. E. C. Frank here Sat­ 
urday and returned home at nig ht. 
Mrs. J . B. Ruble, of Danv ille, Ky ., 
who arriv ed Friday nig ht to v isit her 
cousin, Mrs. W. 
Rey nolds, w;iiJ 
leav e early this week, in company 


with .Mrs. Rey nolds and her brother, 
Mr. Arthur 
Durham, 
for a trip to 
Tex as, 
Mrs. 
Will Michaelis, nee Potter, 
came iii) from Clifton City Saturday 
forenoon for a day ’s shopping v isit. 
Mr. and Mv s. Murray Marks came 
down from St. J oseph, Mo.. Saturday 
10 v isit Mr. and Mrs. M.’Chasnoff. 
Miss J essie RIair, who has been 
v isiting in the East ^nce her return 
from Europe, will be home Tuesday . 
Harry 
Bouldin 
came down from 
Hug hesv ille last afternoon and will 
remain ov er today , v isiting friends. 
Ernest Harrison, of Glensted, Mo., 
who has been v isiting his sister, Mrs. 
W. D. Owens, returned home Satur­ 
day . 
Misses Harriet Lindsay and Flor­ 
ence Winters leav e today for a v isit 
with the former’s relativ es at Kansas 
City . 
B. W. Gorrell was in from his home 
east 
of Hug hesv ille 
y esterday and 
left a renewal for the Daily Demo­ 
crat. 
Geo. H. Scruton, editor of the Sen­ 
tinel, 4ias g one to Mt. Clemens, Mich., 
to v isit S. C. Price, owner of the Sen- 
dnel. 
* 
Mrs. Harry Lederer, of Bellev ille, 
111., will arriv e tomorrow to v isit her 
parents, Mr. and Mrs. Henry Laujj- 
helmer. 
Mr. and Mrs. F. H. Baker were in 
from their home northeast of town 
y esterday and left a start for the Dally 
Democrat. 
Miss Maud Liv ing ston has return­ 
ed to her home at Versailles, after a 
v isit here with her brother, Samuel, 
find wife. 
E. H. Harris, cashier of the Pilot 
Grov e bank, and wife, arriv ed here 
last nig ht to v isit Mr. and Mrs. C. C, 
Ev ans today . 
W. B. Miller, the candy salesman, 
returned Saturday nig ht from a busi­ 
ness v isit on the west end of the Mis­ 
souri Pacific. 
Mrs. T. J . Fletcher returned Satur­ 
day forenoon from a two weeks’ v isit 
at Lex ing ton with her daug hter, Mfs. 
Frank Adams. 
Mrs. E. B. Gibson returned Satur­ 
day " forenoon from a v isit with her 
daug hter, Mrs. Talmag e McConnell, 
at Houstonia. 
Miss Anna Gulhen, who has been 
v isiting in Louisiana and Tex as for 
sev eral months, is ex pected home for 
Thanksg iv ing . 
W. H. Edmondson, of St. Louis, ar­ 
riv ed here Saturday nig ht to v isit his 
wife, who is the g uest of Mr. and Mrs. 
.J ohn Kaiser, jr. 
County J udg e-elect A. L. Hag g ard 
was in the city y esteroay and was in­ 
dustriously interv iewed by many of 
his constituents. 
Miss Violet Lov lng er will be here 
from Kansas City to spend Thanks­ 
g iv ing with her parents, Mr. and Mrs. 
Leopold I^v ing er, and wRl spend the 


holiday s in Montana with her sister, 
Mrs. J . A. Hoskins. 
Mr. and Mrs. W. F. Key ser g o to 
St. Louis tomorrow to attend a ban­ 
quet to be g iv en by bankers at the 
St. I^uis club house. 
Mr. and Mrs. W. I. Palmer return­ 
ed Saturday nig ht from J efferson City , 
where they hav e been at the bedside 
of Mr. Palmer's brother. 
Mis. Thos. Lindsay has returned to 
her home in St. Louis, after a v isit 
here with her sisters, Mesdames J . W. 
Melior and J . B. O’Brien. 
Chas. Rissler, the itug hesv ille lum­ 
ber merchant, and Henry Morrison, 
of Houstonia, were transacting busi­ 
ness in the city y esterday * 
, 
Mrs. J ohn Rig g in, formerly Miss 
Elsie Prall, of Dav enport, Iowa, is 
v isiting her 
mother, 
Mrs. 
Georg e 
Prall, 300 Ea§ t Third street. 
T. T. Duncan, the drug salesman, 
and G. N. Arnold, the meat salesman, 
called on the dealers in their respec­ 
tiv e lines at Holden Saturday . 
Miss 
Ada Lee 
Griffith, who h m 
charg e 
of the Hug hesv ille 
schools, 
came down y esterday morning and 
will return home this ev ening . 
Mrs. 
C. e” B^ker 
and daug hter, 
Charlotte, will leav e Tuesday nig ht 
for a v isit of sev eral weeks with her 
husband’s parents at Peru, Ind. 
D. B. May field, the Otterv ille stock 
shipper, was in the city last after­ 
noon, and left an order for the Daily 
Democrat to be sent to his address. 
Maurice Phillip, a lawy er of St. J os­ 
eph, Mo., arriv ed here Friday nig ht 
to v isit his wife, who Is the g uest of 
her parents, Mr. and Mrs. M. Chas- 
noff. 
, 
Col. J . R. Rippey went hom^ to Lan­ 
caster Saturday morning to remain 
until Tuesday nig ht unless the board 
of v isitors to the state fair, ex pected 
here some time this week, should ar­ 
riv e before that time. 
Mrs. Harris Kickox , who has been 
the g uest of Mrs. C. E. Messerly , leu 
last nig ht for her ho^e at Spring field, 
ni. Mrs. Busan L. Dana, another of 
Mrs. Messerly ’s g uests, will leav e to­ 


d ay for a v isil in Kansas City before 
returning to her home in Spring field# 
Mr. and Mrs. J . P. Gass and daug h­ 
ter, Miss 
Marg aret, 
will v isit Mr, 
Gass’ brother. H. A. Gass, and fam­ 
ily , at J efferson City on. Thanksg iv ­ 
ing day . 
Earl Gold, who for the past month 
has been v isiting at Tex arkana and 
intermediate points, on his annual 
v acation, 
returned 
home 
Saturday 
morning . 
Mr. and 
Mrs. J . W. Lemon, 
of 
Omaha, Neb., who hav e been v isiting 
their m#ther, Mrs. Sarah Latsch, on 
West Pettis 
street, 
returned home 
y esterday . 
Emil Katzer, with the Peters Shoe 
company , of St. Louis, will arriv e this 
ev ening to remain^^nttl after Thanks­ 
g iv ing with his faiher, William Kat^ 
zer, and sisters. 
Mrs. 
M. Ny d^g g er and daug hter. 
Miss Lennie, who for |h e past two 
weeks hav e been v isiting J . L. Russell 
and family , left Saturday for their 
home at Windsor. 
Mrs. Elizabeth Schuster, ag ed 8 2 
y ear? , arriv ed here Friday nig ht from 
n Falls, Kan., to v isit her son. 
Peter Schuster, 
whom ,she had not 
seen for nineteen y eara. , 
C. N. Tolman, who is assisting Edi­ 
tor W. Gordon Kopp in making a 
model newspaper out of the Boonv ille 
Daily Democrat, was calling upon Se-- 
dalia friends Friday nig ht. 
Mrs. Fred Gramlick, wife of the Mis­ 
souri Pacific hostler helper, and child, 
and her sister. Miss Nellie Dillard, re­ 
turned Saturday forenoon ftom a v isit 
at their home at Plea ^nt Green. 
W. A. Keel, the linoty pe operator, 
returned y esterday morning from a 
trip 
Tex as. He 
v isited Marlin 
Spring s, Fort W’orth, Houston, Gal­ 
v eston and other points, and stopped 
off at Muskog ee, I. T., en route home. 
Mrs. E. S. Crull and accomplished 
daug hter, Miss Stella, returned Satur­ 
day afternoon from a two weeks’ v isit 
at their former home at Indianapolis, 
ind. 
They were accompanied by their 
son and brother, respectiv ely , C. G. 
Crull, who will v isit here. 


A Bunch of Pretty Girls with Hap Ward **Not Yet But Been.** 
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N e w b i» o^ s H e i*p ic id e 


FAMOUS OLD TREES 
M IS PIPE-H ITTIN G ACT. 


Feat Which Meet Flat Dweller« Per- 
SO M E NO TABLE L A N D M A R K S OF 
T H E COUNTRY. 


Under 
Their 
Spreading 
Branches 
American History Has Been Made 
— Old Elm at Cambridge Still 
Standing. 


form at Time«» 


‘‘It will soon toe the season for me 


m 


The Elm tree at Philadelp hia, under 
which William Penn made his famous 
treaty with 19 tribes of barbarians. 
The Charter Oak at Hartford, which 
p reserved the written guarantee of 
the liberties of the colony of Connec­ 
ticut. 
The huge French Ap p le tree, near 
Fort Way ne, Ind., where Little Turtle, 
the great Miami chief, gathered 
his 
warriors. 
The Elm tree at Cambridge, in the 
shade of which Washington first took 
command of the continental army , on 
a hot summer’s day. 
The Tulip tree on King’s moantain 
battlefieid, in South 
Carolina, 
on 
which ten bloodthirsty 
tories 
were 
hanged at one time. 
The tall Pine tree at Fort Edward, 
X, Y., under w'hich the beautiful Jane 
McCrea was slain. 
The magnificent Black Walnut tree 
near Haverstraw, on the Hudson, at 
which Gen. 
Way ne 
mustered 
his 
foices at midnight, p rep aratory to his 
gallant and 
successful 
attack 
on 
Stony Point. 


DEACON GOT MONb 


CHURCH-GOER 
MORE 
LIBERAL 
THAN HE MEANT TO BE. 


BE ATTRACTIVE 


P re^* hair is a necessary aid to attractiveness, and 
* every woman can have p retty hair if she will make an 
inteuigent endeavor in tiiat direction. 


Neglect of the hair is the greatest enemy of hair 
beauty , and those who continue to p ractice neglect 
seldom fail to lose attractiveness. 


Just aa soon as the natural glossiness of the hair be­ 
gins to Mwie, it shows that there is trouble in the 
and that dullness, brittleness and lusterlesmess of the 
hair will come and be followed by dandruff, itching 
scalp and falling hair. 
An invisible v<^etable growth (the dandruff gera) in 
the scalp causes dandruff, and the disease is both con- 
At Drug Stores- Send lOc in stamps to The Herpicide Co„ Dept. L, Detroit, Mich ., for sample 


tamou s an d p rogresaire. 
It req u ires p romp t an d 
con­ 
tinued atten tion to overcome 
it an d keep It ou t of the 
scalp . 
Newbro’s Herp icide will accomp hsh all this 
when it is u sed in telligen tly. 
Herp icid e will n ot p er­ 
form miracles; it will n ot force y o u to ^an d on wh at- 
ever unsanitary habits are resp onsible for 
you r s ^ p 
trou b le, but by its eflcctfven ess, it will aid you to have 
th e beautiful h air th at Herp icid e u sers W 
noted for. 
It stop s itch in g of th e scalp almost in stan tly. 
More men and^women have gotten posi­ 
tive results from the use of Nowbro s 
Herpicide th m from all other hair reme­ 
dies combined. 


The 
grand 
Magnolia tree 
near 


W. E. BARD DRUG GO. , Spsciai [Agents. 


BARRED THE BOOK. 


t “Eve’s Diary, ” from the Pen of 
Hen. Mark Twain. 


WOMAN GIVES ADAM A LEMON. 


They Arc Standing Under the “Tree 
of Knowledge”— Library Shuts 
Out the Book. 


Worth & Denver p assenger train ar­ 
rived here from Denver more than 
j five day s late. 
The train left Denver 
last Saturday and was delay ed by re­ 
p eated snow storms in sp arsely set­ 
tled sections of the Texas p anhandle. 
Eight babies on the train were nearly 
starved, 
the sup p ly 
of milk having 
been exhausted. 
They were fed on 
whiskey and water. The other p as­ 
sengers suffered greatly for want of 
food, it being imp ossible to obtain 
sup p lies. 
Traffic is now op en and the weather 
has moderated. 


Dr- W ills Has Resigned. 


W orcester, Mass., Nov. ^24.—Mark 
Tw ainh book, 
“Eve's Diary ,” 
was 
barred from the Charlton free p ublic 
library because a woman attendant 
and a trustee were shocked by the 
p ictures. Among the 100 books deliv­ 
ered was “Eve’s Diary .” 
Mrs. H. L. 
Carp enter, an emp loy e, scanned the 
book from cover to cover. 
There are etchings on every left 
hand p age—50 in all—and Mrs. Car- 
p enter looked at them with vary ing 
emotions. 
After one good, long find 
iter lo 
□tlons. 
Took she took the book to Trustee 
Frank C. Wakefield. He also took a 
number 
of looks at the 
etchings, 
which dep ict Eve in all kinds of sum- 
mery costumes fashioned after the 
sty les of her day and climate. 
One In p articuiar which showed Eve 
re cum b ent on a rock engaged his at­ 
tention and decided him to bar th 
book and call the other trustees, K.v. 
Geo. O. Jenness and Lewis A. McIn­ 
ty re. They will decide finally about 
the book, but Wakefield has no doubt 
it will be sent back. 
One 
p icture shows Eve skip p ing 
through the bushes unrestrained and 
not at all afraid. The bushes do not 
seriously cut off the view of Eve. An­ 
other noticeable etching shows Adam 
and Eve under the tree of knowledge, 
with Eve in the act of handing Adam 
a lemon. 


Dr. Win Wills, a former Sedaiian. 
fp r some time p ast a menioer of the 
staff of surgeons at the Missouri Paci­ 
fic railway hasi.iial at St. LouT, has 
tendered his resignation, effective De­ 
cember 1st, and soon aftev leaves for 
Ft. Smith, Ark., to engage in the p ri­ 
vate p ractice of his p rofession. 
Dr. Wills’ many friends in this city 
will he p leased to learn ot the success 
he is sure to attcin in hlr new field of 
labor. 


Charleston, S. C., under which Gen. 
Lincoln held a council of war p revi­ 
ous to surrendering the city. 
The great Pecan tree 
at Villere’e 
p lantation, below New Orleans, 
un­ 
der which a p ortion of the remains 
of Gen. Packenham was buried. 
The Pear trees p lanted, resp ective­ 
ly, by Gov. Kndlcott of 
Massachu­ 
setts, and Gov. Stuy vesaAt of 
New 
York, more than 200 y ears ago. 
The Frenchman’s Oak, or Emanci- 
.p ation Oak, Hamp ton institute, Hamp ­ 
ton, Va., under which the slaves 
of 
this region first heard read President 
Lincoln's emancip ation p roclamation. 
The Eliot Oak, of .Newton, Mass., 
under which the ap ostle, John Eliot, 
taught the Indians Christianity . 
The old Liberty 
Elm 
of 
Boston, 
p lanted and dedicated by a school­ 
master to the indep endence of the 
colonies, and the rally ing p oint foi 
p atriots before, during and after the 
revolutionary war. 
The Biirgoyne Elm 
at 
Albany, X. 
Y,. p lanted the 
day 
Burgoyne was 
brought there a p risoner. 
The Ash and Tulip trees p anted at 
Mount Vernon by Washington. 
Sequoia—Palto .\lto, Cal. 
The lofty C>*|>ress tree fh the Dls 
nial swamp , under which Washington 
rep osed one night In his y oung man­ 
hood. 
The Cary tree, p lanted by Alice and 
Phoebe Cary in 1S32. a large and 
beautiful Sy camore sw n 
from 
the 
Homllton turnp ike between 
College 
Hill and Mount Pleasant, Hamilton 
county , Ohio. 


to hit the p ip e,” said Dobson as he 
came out of the theater into the cool 
night air, to a New York Press writer. 
“You don’t mean dop e!” said his 
comp anion in alarm. 
“Worse than that. 
I mean 
the 
steam p ip e. * The one that rgns from 
floor to ceiling in the bathrooms of 
the average fiat. 
If my p ip e-hl^tting 
sp ecialty could be 
dramatized 
I’d 
make a fortune, for I am an exp ert. 
The 
p erformance 
generally 
takes 
p lace in the early morning hours, fol­ 
lowing the bath. At first the act con­ 
sisted merely of leaning against the 
sup erheated convey or of steam while 
I swabbed my Ap ollo-like form. This 
was followed by 
a 
quick 
forward 
movement, a howl of p ain and a hand- 
p icked assortment of cuss words. But 
after a time I began to Introduce vari­ 
ations, the most difficult of which was 
to step on the soap , slip and grasp at 
the p ip e to p reserve my balance, 
got so that after a few trials I could 
catch that p ip e 
equally 
well 
with 
either hand. . That act alway s ap p eals 
to my wife, and she sheds real tears 
as she knocks at the door and asks 
me to ^m em ber that the children can 
hear me. 
“There’s a neat bit of comedy work 
in my 
bending act. It consists of 
backing up .within range of the p ip e, 
then stoop ing over to p ick up 
the 
towel which has fallen to the floor. 
The result is that I p lunge forward 
and 
swat # the 
wall 
with, 
my 
bead. 
I’m going to p aint a tar­ 
get 
on 
the 
wall 
and 
keep 
rec­ 
ord of the 
bull’s-eyes I make. An­ 
other neat variation of this feat is in 
drawing on my trousers and letting 
the bare foot shoot through the p rop er 
orifice and land on the p ip e. 
That, 
however, is not so difficult as the one 
in which my foot gets caught when 
half through the trousers leg. 
I hop 
around on the disengaged foot a few 
times and usually wind up by clasp ing 
the p ip e in a fervent embrace. 
“Once my wife tried to sp oil my fun 
by hanging some p ad arrangement in 
front of the p ip e. That was all right 
for a time and the p ad was so thick 
1 could lean against it while dressing 
and not feel the heated 
p ip e. 
Some 
one took the p ad dowh one day. 
dldp ’t know it and leaned as usual. 
A few minutes later one of the neigh­ 
bors sent out for a p oliceman. 
« „firtAr 
“.Some morning when you want a 
h 
little amusement 
come 
around my 
way. 
You don’t have to go into the 
house. Just stand on the corner and 
listen.” 


Now the Question 1«, Who Will Be 
Given Credit for the Half Dollar 
Unintentionally Contributed 
to the Collection? 


Being an occasional church-goer he 
was sup p osed to be able to behave 
p rop erly and p reserve his equanimity . 
through any ordinary service. 
His 
family was therefore somewhat curi­ 
ous when he returned from church 
one Sunday noon with a most disain- 
solate air, say s the Providence Jour­ 
nal. 
“Didn’t you like the sermon?” asked 
his wife. 
“Oh, the sermon was all right, 
I 
guess,” said he clumiy. 
“Well, what’s the matter?” she p er­ 
sisted. 
^ 
“Nothing’s the matter,” he retorted 
sharp ly . 
“Can’t a man look solemn 
w’^hen he gets back front a solemn re­ 
ligious service without causing a riot 
in bis own home?” 
His wife said nothing for a time, 
and 
then, with hap p y 
insp iration, 
asked casually : 
“How much did you p ut in the ccm- 
tribution box to-day ?” 
There was a p ronounced p ause, and 
then the rep ly came with serious de­ 
liberation. 
♦Seventy-five cents.” 
“Wasn’t that rather liberal?” she in­ 
quired, knowing he usually p lay ed a 
quarter limit. 
“Rather,” he 
answered. 
“Rather 
liberal, it struck me. Rather too lib­ 
eral.” . 
Then he chuckled and went on with­ 
out further urging. 
“You see, it was this way : 
I was 
sitting alone in a back seat on the 
side aisle. 
When the deacon started 
down for the contribution I felt for 
some change and found I had just two 
p ieces, a quarter and a half. 
Some­ 
how I felt p retty good natured, and 
was thinking of p utting in the half 
instead of the quarter as usual. W hile, 
I was deliberating I’m blessed if the 
half didn’t slip out of my fingers and 
roll out into the aisle, close to th^ 
second p ew in front. 
I didn’t want 
to scramble for it then, and figured 
I could get it at the close of the serv­ 
ice. So I sat back and waited for the 
box to come along and drop p ed in the 


Leased Mrs. Ross’ Farm. 


j. S. Sanders, living nine miles 
south of this city , was here y esterday 
trading. He has leased the 160 acre 
farm of Mrs. Anna Ross, of this city , 
west of Sp ring Fork, and will take 
p ossession soon after December 4th, 
when Mrs. Ross has a closing out 
sale. 


Typhoid at Colitmbia. 


I 
Sp eaking of the ty p hoid fever scare 
at<:olumhia Dr. W^oodson Moss, of the 
university medical faculty , say s: 
“At p resent there are fourteen fully 
defined cases of ty p hoid fever in the 
unlvereity hosp ital, and four susp ects. 
After careful inquiry among the p hy ­ 
sicians in town I find th a t O ^re are 
now teil cases cut of the hosp ital. ’ 


Babiss Were Near Starvation. 


Fort Worth, Tex., Nov. 24.—H ar­ 
rowing exp eriences were rep orted to­ 
day h\ the p assengers when the Fort 


Prizes for Young Orators. 


Early Buying 


To encourage it we are 
going to give a discount of 
lo per cent off on anything 
in the house until 6:30 
o’clock ^ p. 
ni. , 
Monday, 
Dec. loth* 
You know all 
our goods are marked in 
plain figures, as has been 
our way of doing business 
the past fifteen years. 
By 
buying early you not only 
mske a saving, but have a 
better assortment to select 
from, and we have more 
time to engrave your goods, 
for 
which we make no 
charge. 
Make your selec­ 
tion and let ns lay it away 
for you, to be called for or 
delivered 
at 
your 
will. 
Come early and get your 
discount. 
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Nevada, Mo.. Nov. 24.—The annual 
elocutionary contest of the Southwest 
Missouri Teachfirs’ association will be 
held here November 29. Twelve high 
schools of the southwestern p art of 
the section will be rep resented in this 
contest. The twelve contestants rep ­ 
resent 
the 
best 
oratorical 
talent 
among the high schools of Southwest 
Missouri. 
Two gold watches will be 
given as p rizes. 


Escaped Convict Captured* 
Newt 
Jones, 
colored, an escap ed 
convict from the Nebraska state p en 
Itentiary 
at Lancaster, 
over whos< 
head a $25 reward for his arrest Is 
hanging,, was arrested and locked in 
jail by Officers Wood, Card and Red 
man Saturday night. 
An officer wil 
likely arrive for the p risoner today . 
The p olice received a letter y ester 
day inquiring about the man and soon 
after he was jailed. 


much 
Created a Scare. 
Uncle Hezekiah 
was 
very 
riled. 
These here Boston gals make me 
tired with their big words,” he confid­ 
ed to the man who was p ainting a 
sign on the fence. 
“What now?” asked the latter. 
“Why, the other morning that Bos­ 
ton niece of mine rushed in the din­ 
ing room and said there was an ‘im- 
p ecune* out in the y ard. 
Every body 
got scared, the 
children 
cried, the 
cook up set the dishes and t grabbed 
the shotgun. ! thought sure some kind 
of a wild beast had escap ed and got 
in the y ard, because a circus p assed 
along the road the day before. I tell 
y ou I was exp ecting to hear a blood­ 
curdling roar and see shining teeth, 
and 1 just wabbled in my hoots. 
“And what did you see?” asked ilk 
A 


sign p ainter. 


A Lcweli Anecdote. 
The birthday of James Russell Low­ 
ell. which, you know, comes February 
22, the 
same 
as Washington s, re- 
minds us of an anecdote 
p oet used 
to relate. Somewhere up m the White 
mountains 
there is 
a 
certain 
sp ot 
from which one may look at the face 
of a cliff and see the features of 
a 
man. 
It Is well called “The Old 
Man of the Mountains.” 
When Mr. 
Lowell went there for the first time, 
he step p ed at a saw mill to ask a 
workman f:*om what p oint the “Old 
Man” could be seen. 
“Dunno,” answered the 
workman, 
■'never saw' him.” 
Mr.* Lowell exp ressed surp rise that 
Iho man had never step p ed out of his 
wav to see such a sight which many 
p eop le traveled a long way 
to 
see. 
Presently the workman asked: “Live 
in Boston?” 
“Yes,” answered Mr. Lowell. 
“Good deal to see |n Boston?” 
“Ob, y es,” was the rep ly. 
“Well, I should like to 
stand 
on 
Bunker 
h ill” 
said 
the 
workman. 
You’ve stood there often, I reckon.’ 
Mr. Lowell had to sonfess that he 
h'’ d not. 
» 
'« <dl. then, you 
see, mister,” Te- 
i the country man, “that what 
^can see almost any 
day 
they 


m j 
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“What dW I seq? Why, nothing in 
the 
world but a p oor, 
half-frozen 
tramp who was looking for a hand­ 
out. 
He was what that Boston gal 
had called an ‘imp ecune.’ ” 


More Pay on Southern Roads. 
New Orleans. Nov. 24.—It was an 
noiinced today that SOO emp loy es o 
the 
New 
Orleans & Northwestern 
Alabama & Vicksburg and the Vicks 
burg, Shrevep ort & Pacific railroads 
have been granted increases in wages. 
Uniformity has not been observed In 
increasing the men’s wages, individual 
cases having been dealt with. The 
list includes agents, clerks, engineers, 
firemen, conductors and trainmen. 


Will Witness a Play. 
Mrs. H. V. Leist and daughter, Miss 
Jessie, 
left Saturday 
afternoon for 
Kansas City to witness the p resenta­ 
tion of “On the Road to Yesterday ,” 
with which p lay Miss Leist’s cousin. 
Miss Lottie Leslie, is p lay ing. 
The 
p erformance is to be p resented to­ 
night at Shubert’s new ^heater there. 


Those Courteous Dons. 
“I read in a southern newsp ap er 
about the p assengers who hail from 
Georgia,” remarked a traveler. “Per­ 
sonally , I have never met the simon- 
p ure Georgian, hut I know a set of 
men that can beat even them for p o­ 
liteness. 
They 
are 
the 
high-class 
Sp aniards who are 
accustomed 
to 
traveling. 
“Just watch a man of that ty p e and 
y ou will find he invariably bows to 
the rest of the p assengers up on enter­ 
ing and leaving a car. Such extreme 
courtesy imp resses the rushing, p ush­ 
ing American crowd as a sure p ass­ 
p ort to an insane asy lum. The Sp an­ 
iard, for his p art. Is convinced that 
the noise and. bustle will 
land the 
American contingent 
in 
the 
same 
p lace, and in 
sp ite of 
ridicule 
he 
p erseveres In his habit of bowing.”— 
N. Y. Press. 


u 
all. 
t seem to care about seeing at 
—Milwaukee Star. 


Just as he got to me the deacon 
noticed that he ’was half a lap -ahead 
of the deacon on the other side and 
stop p ed to wait. And, naturally , while 
he was waiting, his ey es lit on the 
half-dollar lying in the aisle in front 
of him. 
“And w^hat did that old sinner do 
hut grab for It, look around- curiously 
a minute and then drop it into the 
box. And I didn’t have the nerve to 
breathe a word. Just sat like a dum ^^ 
my and watched the half go to th ^ 
angels, and me without another cei# 
in my clothes, having to walk hond 
instead of taking a trolley . Wouldn’- 
that make you mad?” 
Then he added, chuckling again: 
^ 
What I’m wondering nov/ is whether 
. 
I get credit from St. Peter for giving 
the whole 75 cents or just for the 


fr 


r/ 


quarter.” 
“You won’t get credit for any of iL 
St. Peter’ll check 1 


observed his wife, 
off the credit for the q u arter to cover 
y our wicked feelings when you saw 
the half dollar go, too.” 
“That’d be a mean trick.” he rih 
sp onded, as he reached for his Sunday 
p ap er. 
\ 


Will Give a Euchre. 
The ladies of St. Patrick*s church 
will give a euchre p arty at Pat Do- 
bel’s new hall. Third 
and Engineer 
street, next Tuesday night. 


Victim of a Confidence Game. 
Uncle Josh, 
fresh from Ur r eek, 
had been Insp ecting th© famil.v* ice 
box. 
“Henry ,” he said, “y ou.told m^ you 
was glttln’ artificial ice. 
The ieller 
that sells it to^you is fooUn’ yop . I’ve 
looked at It, and fetched it, anr’ if it 
ain’t real Ice, by gum, I nevei* saw 
any f »♦ 


At a Doctor’s Club. 
“Csrvus, 
was 
that op eration you 
p erformed on old Hunks successful?” 
“Successful? 
Yes; singularly so.” 
“Singularly ? 
Then he’s recovering. 
Is he?” 


Good In All Books. 
No book is so bad hut that something 
may be learned from it.—Pliny . 


, 
Wheeler Saw the Point. 
Chu’^es Xuii.ing. an old inhabitant 
of Ja.Trcy, X. H.. luit long since dead, 
■‘face v.ent into the 
saloon 
kep t by 
lenry 
Wheeler, 
better 
known 
as 
Ken” 
Wheeler, in 
Rindge. 
“Hen” 
had once kep t a ta^^ern in 
Jaffroy , and 
course w?s ^acquainted 
with 
Mr. 
Nutting. 
Xiittlng called fer whisky, and. no­ 
ticing that the glasses 
were 
rather 
utaail asked: 
“How 
lon^ have you 
had thes^ gla'scs. H?n?” 
"l ie n " retlicd: "Let’s see: it’s nigh 
onto 2') y ears since 
i bought 
these— 
wYi ^'xi I used to keep tavern over in 
Jaffrey .” 
“Well.” said Nutting, “they ’re rath­ 
er small for their age.” 
“Have another glass, Charles; have 
another glass,” rejoined “Hen.” 


Eased His Conscience. 
The doctor had told Farmer Chaw- 
hay that his hours were numbered. 
Then the good old man beckoned the 
p hy sician to his side. 
“Doctor,” he said, “there is some­ 
thin’ I orter tell you aforre I go.” 
“Certainly ,” answered the doctor 
sy mp athetically . 
“It’s only this, doctor; I’ve been a 
sort of hip p ercrit for these last 20 
y ears. All the women folks has give 
me credit for bein’ so true to Sarah 
Ann’s memory that I never m arrit 
again, an* I’ve allowed ’em to think 
that was the reason. Truth is, them 
there 15 y ear I lived with Sarah Ann 
gimme all the exp erience in m arrit 
life I wanted.”—London Answers. 


Many a Slip . 
“Hello, Newlywed! When did y ou 
get back from y our wedding trip ?” ^ 
“Yesterday .” 
^ 
“Have a good time?” 
’.; 
“Yes. fine; only— 
f 'i * 
“Only what?” 
“O, nothing.” 
“Well, of course, if you don’t 
want 
to tell me, all right. 
You know 111 
not rep eat, hut—” 
“Well, I don’t mind telling you, hut 
don’t let it go any farther.” 
“Sure, I’ll not.” 
“Well, we did have a fine trip , as I 
said, although we met with an acci­ 
dent that temp orarily marred the 
serenity of the journey . 
But y ou’ll 
not rep eat this?” 
“Never in a thousand y eais.” 
“Well, you know there are a lot 
of 
short tunnels and snowshedr between* 
here and Denver. The first one caught 
me in the smoking comp artment and 
we were out of it before 1 could get 
to where ray wife was sitting. But Ii 
was on the lookout for the next 
one 
and made a run for her. I arrived just 
in time to get one kiss before we shot 
out into day light again.” 
“Yes. 
Go on.” 
“That’s about all. It wasn’t my wife 
I had •kissed.”—Pacific Monthly. 


A Debater. 
“Is that friend of y ours a great de- 
hater?” 
^ 
„ 
v 
“He is,” answe.’ed Senator Sorghum, 
“In the kind of an argument where 
money talks.** 


Wounded Pride. 
“Did you 
have a 
good 
time 
in 
Europ e?” 
“Not very ,” answered Mr. Cumrox.^ 
“You see, it kind of nettled molherf 
and the girls to see me of so little con-j 
sequence that I conld ^o abroad 'wUhf 
out being susp ected 
of 
nursing a 
p residential boom or dodging an in* 
vestigatlon.”—Washington Star. 
j 


% 


Rosponslbllitiea. 
“You never make sp eeches in y our 
camp aigns,** said the friend. 
“No,** answered Senator Sorghum. 
“You can trust other p eop le to make 
the orations. 
But the cash account 
ueeds p ersonal sup ervision.** 


\ 


Uncle Ephr’m. 
“Take de case oh de *Postle Paul,** 
said Uncle Ep hr*m. “He nehher stud­ 
ied fur de ministry , an* y lt der aln^ 
a p reacher on dls yarUi dat kin hold a 
candle to ’im.**—Chicago Tribune. 


• F O U R T E E N 
I 


SUNDAY MORNING, NOVEMBER 2S.SEDALIA SUNDAY DEMOCRAT, 


! 
SWEET PEAS IN WINDOW BOX. 


Plan t On e of th e Earliest to Blossom 
After Plan tin g. 


Fou r Stage Beau ties in “Mayor of Tok io." 


ENGAGED TO WED 


tard Barringtoh’s Former Wife 
In a Romance. 


WON BY NAVAL LIEUTENANT. 


For Marriage W as Denied 
£ llis B. Milter at Belleville, 
Illinois. 


the meantime, to the delight of Dr. 
Wood, only to be “dou sed” later. 
At the new ^edaha^theater the au di­ 
ence was dismissed becau se *»f the 
hou se being in darlme^s. 


Two Millicn a Year More. 


. 
SL I^u is, Mo., Nov. 24.—A second 
f 
SNMMUMHi has come into the life of Wil- 
Grace Cochrane, who as a 
girl, still in her teens, fou r 
jcau rs ago, was ciiielly disillu sioned 
^ 
a fte r £ few days of married life with 
^ 
flw liogns * 
'd ' F. Seymou r Bar 
\ 
now’ u u dei sentence ot deaih 
^ 
tiie Clayton Jail for the mu rder of 
iMSiieiactor, James P. ^McCann. 
of Miss Cochrane beiieV 2 
bu sinJ^ iias become or is abou t to become 
“The 
21 
Also a 
who 
for 
the 
last 
six 
Springfiei*^ has been stationed at the re- 
Miss 
office in St. Lou is. 
^U on a ge ^ 
k n ow n that a man giving his 
month, ¿ a s Eilis B. Miller « vent to the 
clejk's office in Belleville late 
|W 
and asked for a license 
to wred 
f 
Walhelmina Grace Cochrane, ot 


4 
^ 
lidiiis. 
H iss Cochrane, since her divorce 
th e restoration of her maiden 
has been iiting at a rooming 
4 
on W estminster place, near 
ddt flteeh street, and has been employed 
h w m saleswoman ty a downtown de- 
tion^%ixi» i£ iil store. 
Kait^ Mt the boarding hou se Satu rday it 
wms said that she no longer lives 
there. She resigned her position at 
Che depaixment store Friday. 
A t the recru iting office iii the feder­ 
al hmlding Satu rda^v it was said aia^ 
EienL MilieV left St. Lou is Frid ly 
for M em p h is. Miss C och ran e s 
M em d s believe she has gone there to 
jffig^ her fiance. 


Distu rbed the Peace. 


Pittsbu rg, Pa.. Nov. 24.—Two mill­ 
ion dollars additional each year w’ill 
be distribu ted throu gh the Pittsbu rg 
steel district by reason of the increase 
in the wages of the labor force of the 
Cnited States steel corporation, which 
goes Into effect Janu ary 1. as annou nc­ 
ed last night. The notices of the ad- 
v.ance will be posted at the steel mills 
in this neighbcrhcod Decemhcr i. 


Smoke House Prize Winners. 


Ticket No. 9 0,7It- won the prize of 
$2 at the Smoke Hou se drawing for 
Satu rday night end No. ”9 ,9 91 the 
second prize of |1. 
Miss Clara Lu i* 
man held the w'inning $2 ticket. 


The recent Improvement In 
vari­ 
eties of sw’eet peas, 
according 
to 
Good Hou sekeeping, have rendered it 
possible to get an abu ndant su pply of 
flow ers from a su nny window’ box and 
to have the plants 
to blossam in an 
astonishingly 
few weeks 
after 
the 
seeds are sown. 
In a recent experiment three Inches 
of loam garilen soil were placed 
in 
a zinc 
window box 
fou r feet 
long, 
fou r inches wide and fou r inches high. 
This was a solid box with no drain­ 
age hole, which rested on blocks 
of 
wood on til ' window sill of a window 
liaving a wf*siern exposu re. 1'he s 'eds 
of the Kariiest of All sweet peas were 
sown 
in tho box March 
10. 
They 
ca.mo u p in abou t a w’cck, and at the 
( nd of seven weeks from the planting 
the tallest ones were 24 inches Ugh, 
and liad begu n to blossom, bu Is be­ 
ing 
formed in great abu ndance u pon 
all the plants. Very few’ flowers which 
arc grown indoors will begin to yield 
a crop of beau tifu l blossoms after so 
short a period. 
In another experience fou r varieties 
of sweet peas were planted in a sim­ 
ilar zinc w'lndow-sill box on November 
27. 
They came u p soon after and 
grew’ gradu ally throu gh the winter, 
having reached a height of three feet 
by the following 
April. 
Early 
in 
April some blossom bu ds appeared, 
bu t for some reason, possibly becau se 
the soil was allow’ed to get too dry 
a few times, the blossom bu ds blight­ 
ed and fell off. 
Toward the end 
of 
April, 
however, 
a 
more 
vigorou s 
growth took place at the tops of the 
plants, and strong blossom bu ds ai> 
peared in great nu mbers. 
The first 
fiow’ers expanded April 28, and there­ 
after an abu ndance of beau tifu l blos­ 
soms as large and fine as are „common­ 
ly obtained ou t of doors was pro­ 
du ced. . 


A Bunch of Show Girls with Hao W ard’s “Not Yet But Soon. ” 


T A L L CHIMNEYS OF EUROPE. 


Two in Scotland Have an Altitude of 
4C0 Feet. 


An artistic photo—sepia or water 
color, will make an acceptable Xmas 
present. 
Don’t pu t it off too long.— 
Latou r Photos, the best! 


Yale Defeated Ha»*vard. 


New Haven, Conn., Nov. 21.—Before 
a great crow’d here thi-r afternoon, 
Yale defeated Harvard by a score of 
6 to 0. 


A good photo handsomely framed. 
Remember one month from today is 
Xmas.—Latou r Photos, the best! 


sai 


Don’t pu t off having those pictu res 
made another day. if you want them 
for X m as.— Latou r Photos, the best! 


Raised Row W ith Wife. 


“Stonew’all” iaekson was arreste-1 
. Satu rday for disnirbing Ihe peace of 
I his w ife. 
He w ill be tried tomorrow. 


New England Supper 
will be served at Second Congrega 
lional ehiirch Tu esday evening, No­ 
vember 27th. 
Price 25 cents. 


OIHc 
Fisher 
and 
Mary 
Rattlei 
mcsfcffvx« . 
were arrested 
Satu rday 
fo r flislu rbing the peace. They will 
tir tiieti in a ju stice cou rt tomorrow. 


For Rent. 


Two new cottages; fou r rooms and 
basement; 
Tw’entieth and Prospect 
streets. 
Apply Archias’ seed store. 


T he Lights Went Out. 
Fifteen Couples Danced. 


•m e Tiiih ts went ou t at th« ^' \/ood 
Emmett Trader and Frances Koock 
oMcra nu u ae last night, a splendid gave 
an enjoyable 
dance to fifteen 
being 
present. 
Candles -ou ples of friends at the College of 
w e m obtained and the play was re- 
j Mu sic hall Satu rday night. Art Chan- 
flnaed, the lights again coming on l.n nels, colored, fu rnished the mu sic. 


Fan cies in Furniture. 
There is a great demand for the 
Sheraton, Chippendale, and Heppel- 
white chairs. 
The antiq u es are too 
scarce, and therefore reprodu ctions 
mu st necessarily be made. The Shera­ 
ton chair with the open and carved 
back is the most popu lar design, 
thou gh many patterns appear in the 
old plates. The Sheraton and Heppel- 
w'hite models are well su ited for the 
parlor 
or 
reception 
room. 
Small 
Sheraton sofas are also appropriate 
for these rooms. 
In Sheraton days 
these chairs were re t only made in 
mahogany, bu t also in white and gold, 
or In any other color. 
Sheraton was 
not a great admirer of mahogany, 
bu t he preferred satin wood delicately 
painted, or inlaid wood in the Chip- 
l)endale style. 
He was also an ad­ 
mirer of japanned and painted wood, 
as well as gilded. 
It is said that 
Chipi)cndale 
drew’ 
his 
inspiration 
¿rom the French, Chinese, and Du tch, 
ind his styles are the most mixed of 
;he cabinet-makers of his day. 


Golden M#usse. 
For golden mou sse beat w’ell the 
folks of three eggs, add a tablesfjpon- 
’iil of pu re maple syru p, and cook, 
stirring constantly u ntil the mixtu re 
nakes a thick coating on the spoon, 
ieraove from the fire, add three table­ 
spoonfu ls of sweet orange ju ice and 
me-half tablespoonfu l of lemon ju ice. 


5eating u ntil the mixtu re becomes 
ight and cold. 
Beat the whites of 
fou r eggs to a stiff froth, with a 
alnch of salt, and pou r slowly into 
.hem two tablesi>oonfu ls of boiling 
?yru p cooked to the stringy stage', 
\dd this to the yolks, pu t the two 
nixtu res into a mou ld, and pack in 
ce and salt for fou r hou rs. A few 
vhite grapes or candied cherries may 
)e placed In the bottom of the mou ld 
lefore the mou sse is pou red in. This 
nay be served with whipped cream. 


His Day Off. 
A postmaster posted the following 
notice on his shu tter, recently; 
“All parties expectin’ mail are here­ 
by notified to git all that’s cornin’ to 
’em in advance—any time before next 
Thu rsday, that bein’ the day we have 
app’inted to go hu ntin’—not havin’ had 
a holiday from the government since 
Ju ly 4, and the 
said 
government 
seemin’ to forget that bein’ only hu ­ 
man, we ned rest and recreation oc­ 
casionally. 
There’s some little mail 
here for the Joneses and the Tomp­ 
kinses—bu t it don’t amou nt to mu ch, 
as it’s all got one-cent stamps on i t 
There ain’t nu thin* mu ch in the bu si­ 
ness nohow! ** 


The highest chimney in England is 
that at Bar low’ & Dobson’s mill at Bol­ 
ton, according to Harper’s Weekly, 
it Is 2GS feet in height and the mate­ 
rial u sed in its constru ction was SOO,- 
COO bricks and 122 tons of stone. 
The big i ' 'lestack is excelled by 
at least tw\» .a Scotland—the St. Rol- 
lox chimney in Glasgow’ is 445 feet 
and the Townsend chimney in the 
same city is 4G8 feet high. 
Bat the 
steeplejacks make no more of climb­ 
ing su ch shafts than one a third of 
their height, thou gh the vibration is 
mu ch greater and more seriou s at 
times. 
All chimneys vibrate, especially in 
a gale; it is a condition of their 
safety, bu t the oscillation at the top 
is a seriou s matter for any ( ne at 
work there du ring a hiv^ wind and 
the job is postponed to a 
cuIph). - « ay. 
Lancashire also boasts one of the 
crookedest chimneys in the world, a 
shaft at Brook mill, Heywocd, which 
is nearly 200 feet high and more than 
six feet ou t of plu mb. 
It has been 
belled w'ith iron bands and is consid­ 
ered safe. 


W H E N HOGS W E N T DOW N. 


Error That Made a Surprising Differ­ 
ence in the Lead. 


On “circu s day.’ in a s’liall Okla­ 
homa city, n local hog bu yer took ad­ 
va nt a ge of the large crowds to manip­ 
u late the hog market by means of his 
scales and a 
large 
su pply of 
“red 
eye.” It v/as the' cu stom for a farmer 
with a loatl of hogs to d rive on the 
scales, be w’eighed, u nload and retu rn 
to be weight'd again with the wagon. 
The first to come was a farmer with 
a large load of hogs. The next wagon 
had only one small hog. When it had 
passed on to u nload, the bu yer “ad­ 
ju sted” the scales for farmer No. 1. 
bu t No. 2, having the 
smaller load, 
got back first, and. on being weighed 
empty, his wagon weighed 25 pou nds 
more than with the hog. The farmer 
was somewhat perplexed and said: 
“Mr. Bu yer, it seems that 1 owe you 
25 pou nds of hog. 
I am sorry that 1 
haven’t another one with me, bu t if 
you can wait u ntil next week I will 
bring one in.” 
The dealer settled the “difference” 
with du e celerity.—Ju dge. 


rar/dn^, kotchcd" in 
'.aveya * , *in ae 
dark er de moon, will sho’ bring good 
lu ck ter you ! en dar’s da graveya’d. 
right over yander, en de 
rabbit 
—he 
sho’ dar fer de ketchhi’!” 
“All right, catch him for me, and 
I’ll give you ten dollars.” 
^Irother Williams eyed 
the 
crisp, 
new bill in the stranger’s hand: 
“Hit sho’ is a heap er money,” he 
said, “en Lawd knows 
I needs it too 
bad ter talk 'bou t; bu t, come ter stu dy 
’bou t it, dar’s so mu ch dark er de 
moon in dat graveya’d, you can’t- see 
ter ketch a rabbit!”—Atlanta Consti­ 
tu tion. 


All Red. 
A West Philadelphia you th was b e­ 
in g tau gh t th e fe s tiv e game o f p ok er 
th e other night, and afteif the relative 
v a lu e 
of pairs, threes, flu shes an d 
str a ig h ts had been explained to him 
play was started. After half an hou r 
or so he su rprised the others In the 
game by 
a sk in g ; “What is it w h en 
all the card s are of the same color?’ 
“A flu sh.” was the reply. 
“Then I’ll 
bet six dollars,” and, su iting the action 
to his words, he threw that amou nt 
Into the pot. 
The others, frightened 
by the p lay, “wisely” laid down two 
pairs and threes, which were held 
a g a in st the novice, an d he scooped in 
the pot, laying face u p on the table 
th ree hearts and two diamonds. Dis­ 
may and fu rther explanations /from 
his instru ctors natu rally followed.— 
P h ilad elp h ia. 


Too Lively. 
He was a solemn Scotchman with an 
eq u ally solemn and somewhat down­ 
trodden wife. The fact that they were 
receiving an excellent price for their 
“second pair front” from an American 
lodger did not blind them to her fail­ 
ings. 
“Dear me. Mr. Macleod.” said the 
lodger one Su nday afternoon when an 
errand took her to the parlor where 
the family sat, ”I shou ld think you 
and you r wife wou ld be stifled sit­ 
ting Indoors this hot day with the win­ 
dows shu t. If you ’d ju st open one and 
get some fresh air I’m su re it wrou ld 
* do Mrs. Macleod good; 
she looks 
pale.” 
Mr. Macleod loked at herewith his 
u su al stern and u nbending gaze. 
“We can hae fresh aid ony day,” he 
said calmly. “We’ve no need to hae it 
ru shing abopt the hou se on the Saw- 
bath.”—You th’s Companion. 


When Brother W illiam s Weakened. 
“Yes, su r,” said Brother Wiliams to 
the .stranzsr “de fw t. of a .graveya'd 


Her Word of Honor. 
“Don’t you love me?” 
“Ye.s. dear, bu t I'm 
already 
en 
gaged.” 
“Break you r engagement.” 
“O, George! 
That wou ldn’t be hon 
orable. 
An engagement is a sacred 
thing, not lightly to be entered intc 
or broken off. 
Besides—” 
“Well?” 
“Well. I’m engaged to two men, and 
that makes it even worse.” 


Safe to Love Th em Th en . 
“ I like dear little babies before the? 
have learu ea to talk—don’t you , Mr 
Smythe?” 
“Indeed I dp. 
Before they 
have 
learned to talk there is no danger 
c* 
their parents telling you the remarV 
able things they have said.”—Stra: 
Stories. 
.........I 
............... 
Sweet Cu cu mb er Pick le. 
The foltowlng will he fou nd an ex­ 
cellent recipe for sweet pickles made 
with ripe cu cu mbers: Pare and q u ar­ 
ter the cu cu mbers, removing all the 
seeds; cover with salt and water and 
let them stand over night; then drain 
and boll In good cider vinegar; when 
tender remove the vinegar and place 
in jars. Make a siru p of one q u art of 
vinegar, one heaping coffee cu pfu l of 
su gar and one tablespoonfu l of cinna­ 
mon, half a tablespoonfu l of cloves, 
half a teasponfu l of cayenne pepper. 
Boil 20 minu tes and tu rn while hot 
over the pickles^ __________ 


Prune Cake. 
Cream a half cu pfu l of bu tter with 
a cu pfu l and a half of su gar, add a 
cu pfu l of milk and the stiffened whites 
of five eggs alternately w^ith two and 
a half cu pfu ls of prepared flou r, or 
enou gh to make a light batter. 
Fla­ 
vor with a few drops of essence of 
bitter almonds, and bake in fou r layer- 
tins. When cold pu t the pru ne filling 
between tho cak© layers. 


For Sale—1509 W est Third street, 
eight room residence, two lots, good 
condition. Cash or easy payments.— 
Jas. K. Kidd, 315 Ohio street, tele­ 
phone 1021. 
* 


MA 


Rare An tiq u arian Fin d . 
An u nu su al type of Roman villa h as 
been u nearthed on the site of the an­ 
cient Roman encampment in Britain 
at Caerwent. The remains have been 
fou nd to be in an excellent state of 
preservation. 
A departu re from the 
conventional practice of the Romans 
in the designs of their residences, as 
revealed by previou s excavations la 
that cou ntry, is the provision of extra 
rooms abu tting on the fou r sides of 
the cou rtyard. In the basements two 
completely perfect heating 
d evices or 
hypocau sts were fou nd, together with 
the pecu liar blu e'tiles u tilized by the 
owners for condu cting the heat from 
the stove In the basement and radiat­ 
ing It throu gh the u pper rooms of the 
dwelling. 
In the basement some ex­ 
q u isite specimens of Roman paving 
were u nearthed. 


' 
Pred icamen t of Age. 
To-day ou r attitu de toward oM 
has greatly changed. 
We no longer 
pretend to treat it as a hackneyed 
Joke, hu t Instead have agreed politely 
to ignore it. No one is old, simply 
cau se he cannot afford to he. 
The kingdom has been given over 
to the you ng, and age mu st borrow 
you th’s clothing if it wou ld still hold 
its own in the cou ncH chamber or 
the market place.—Gentleman’s Maga­ 
zine. 


Sleep lessn ess. 
Before having recou rse to dru gs be­ 
cau se a child lies awake see that the 
body linen Is comfortable, the bed free 
from knobs, and not too hard. 
See 
that the bed coverings are su fficient, 
and not excessive, and that the child’s 
feet are not cold. 
Make you rself su re that the pillow 
affords ease, and try to make it as 
high as is compatible with that ease. 
Let the child retire with hands and 
face q u ite clean. 
Stu dy whether the 
condition of the hair cau ses discom­ 
fort by tickling the face or getting In 
the eyes. Ascertain whether any neg­ 
lect of natu ral fu nctions Is responsi­ 
ble.* Revise the latest meal; possibly 
the child goes to bed hu ngry, 
o r 
thirsty, or too soon after eating. Pos­ 
sibly the brain is too excited for sleep 
to follow retirem ent In su ch a case 
It will be well to make the child stu dy 
a rather dry lesson book, or read a 
rather du ll story for half an hou r 
before retiring. 
’ 


Th atch ed Roofs in En glan d . 
“The thatched roof, which makes 
tl^ English cottage 
pictu resq u e. Is 
doomed,” said an 
architect 
“For 
some years it has been going gradu ­ 
ally. Soon it will he altogether a thing 
of the past • Fire Insu rance is the 
cau se of the thatched roofs disap­ 
pearance. No cempany will Insu re a 
CKitti^e or its contents If the roc^ Is 
thatched. 
They who want insu rance 
mu st su bstitu te for the roof of thatidi 
a tiled one. 
As long as the English 
cottager remains very poor so that 
his hou se and fu rnitu re are not worth 
insu ring he keeps a th a tc h ^ roof over 
his head. 
As soon as he begins to 
prosper and lays in hou sehold goods 
of valu e he* takes ou t a fire policy and 
away then ^oe^^^his thatchcHi roof.” 
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Un comp limen tary Comp arison . 
Captain Homer Hedge, the p r u 
­ 
dent of |he Aero clu b, told at a dinner 
in New York a balloon story. 
“A friend of mine,” he said, “a 
very fat gentleman, in walking along 
the street the other day bu mped into 
a hu ckster ami knocked a half dozen 
tu rnips ou t of the man’s hahd. 
“ *Bad lu ck to him.’ said the hu ck­ 
ster, scowling at the receding figu re 
of my vast friend—‘bad .lu ck to Mm! 
And they want to say they’ve m a ^ 
balloons dirigible.*” 


V 
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Pean u t Ballet In "Mayor of Tok lo" at New Sed ali a Th eater Ton igh t 


Wanted a Little Moonshine. 
His Wife—You u sfd to say I 
the su nshine of you r existence. 
| 
Her Hu sband—So I did. 
His wife—And now you stay ou t 
night after night. 
Her Hu sband—Well, one can’t ex­ 
pect su nshine after dark, you know. 
£ xcei!int Salad Orettin g. 
For those who dislike the taste erf 
oil, the following salad dressing is 
very good: 
Mix together one tea­ 
spoonfu l each of salt, su gar, and mu s­ 
tard. 
and 
ou e-half teasi>oonfu l -of 
white peppt'r; add 
the 
well-beaten 
yolks of two eggs, and stir u ntil thor­ 
ou ghly mixed and smooth. Melt two 
tablespoonfu ls of bu tter in half a 
cu pfu l of hot vinegar, and add it slow­ 
ly to the eggs. 
Stir in gradu ally one 
cu pfu l of sweet milk scalded, and mix 
all well together. 
Cook in a dou ble 
boiler u ntil thickened, bu t do not al­ 
low the dressing to boil or it will 
cu rdle. 
Let cool, then whip in the 
beaten whites of the eggs. Thin with 
a lit tie cream when ready for u se. 
(^ver tightly, and r^it in the refriger­ 
ator. This Is a deliciou s i?ressing for 
variou s kinds of salad. 
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When kindly thou ghts are in the air and all are kindly disp osed 
toward one another, mu st seem like a p retty good time for y ou 
to be gcod to y ou rself and y ou r family . 
Is there a better way 
than to add to y ou r home 
iiiniishings a comfortable and ap ­ 
p rop riate p iece of fu ^^itu ^e? 
Come to ou r store and try one 
of these delightfu l English reading chairs. 
They are so com­ 
fortable and they are long lasting, too. 
Come today . 


^ 
-al Business Co lleg e Items* 


• Amo . 
the many Central Bu siness 
college ^ 
I s who hav e accep ted first- 
class p o& 
IS the p ast week are Miss 


Betty Clo. 
« 
of Pettis c 
salary of an 
cou nty . 
Mr. Josep h 
Neill & U bb 5 
secretary . 
Mr. 
E. 
L. 


with the p robate ju dge 
T, at p eru ap s the best 
dy stenograp her in the 


with Libby , Mc- 
iiicago, as assistant 


Dav is, 
directly from 
school, with W.m Kenefick, rallrojad 
contractor, 
Kansas City , at |7 5 p er 
month to start with. 
Miss Su e Jenkins, with the p robate 
ju dge at Cordeii, Ok. 
Miss 
Stella Clop ton, with store- 
keei>er at Missou ri Pacific shop s. 
Mr. Holke, 
head shoe 
salesman, 
Emery . Bird & Thay er, Kansas City . 
Mr. Theodore Pfeiffer established a 
bu siness for himself 3135 Main street, 
“The 
Colonial 
Catering 
comp any .*' 
Also a branch bu siness at 331 East 
Sp ringfield av enu e, Kansas City . 
Miss Pearl Robbins, with a collec­ 
tion agency , Kansas City , at $80 p er 
month. 
Miss Jones, as head stenograp her .at 
Doggett’s dru g goods store, Kansas 
City , in charge of ten other stenogra­ 
p hers. 
Miss Cora Plage, with an Insu rance 
comp any , New England bu ilding, Kan- 
,5 5» City , at $100 p er month, and a 
nu mber of others, w^hose addresses I 
do not recall at the p resent writing. 
Miss T. C. Andi*ews accep ted a p osi­ 
tion directly 
from school 
with the 
Kansas City Credit Men’s association, 
said to be the hardest stenograp hic 
p osition to hold in Kansas City . Miss 
Andrews 
is p rov ing 
in ev ery way 
eqnal to the emerg ency . 
Mr. LeonaM Wy an was offerecf a 
p oMtion a t $7 0 p er month with a rail­ 
way comp any at McGehee, Ark. 
Mr. Chas. Edison was offered a p osi­ 
tio n a t $5 5 per mo nth, but prefers re­ 


maining in school and <X)mp Ieting his 
v erbatim rep orting cou rse. 
We hav e had an op p ortu nity to fill 
a large nu mber of p ositions the p ast 
w’cek at high salaries. The demand 
is for high grade stenograp hers and 
bookkeep ers. Central 
Bu siness 
col­ 
lege p u p ils realize that, and are p re­ 
p aring/ themselv es to fill ex p erienced 
bookkeep ers* and stenograp hers* p osi­ 
tions at high salaries. We can p lace 
ev ery p u p il who will finish ou r sy stem 
of bookkeep ing 
and ou r 
cou rse in 
stenograp hy , in the Pitman sy stem, 
comp leting my sp ecial cou rse in office 
work, in a p osition at from $6 0 to $75 
p er month to start with. 
The y ou ng 
man or y oiing Isdy who is willing to 
dev ote a few months to earnest stu dy 
and p ractice u nder the direction of 
those who hav e had actu al bu siness 
ex p erience in holding high grade com­ 
mercial imsitions that command high 
salaries, need not hav e mu ch anx iety 
with regard to su ccess and the fu ­ 
tu re. 
If y ou wish the w'eap ons which will 
enable y ou to come ou t v ictc^iou s in 
the battle of life, make u p y ou r mind 
to start to Central Bu siness college at 
once, and follow my direction throu gh 
the combination cou rse, also after y ou 
hav e accep ted a p osition, and su ccess 
is y ou rs. 


For Rent—^Three room flat fu rnish­ 
ed for 
hou sekeep ing 
at 1117 East 
Broadway . *Phone Bell 301, Q. C. 6 5. 


Fo r Rent—Flat fu rnished for hou se 
keep ing at 1023 E ast Tenth street. 
•Phone Bell 301, Q. C. 6 5. 


No . 2 Wo n the Quilt. 


Ticket No. 2, held by Frfu ik Hender­ 
son, won the qu ilt raffled by Tine Mu r 
ray at Eddie Ly on’s billiard hall las 
night. 
^ 


A MACHINE TALKS 


Does So to Five Hundred Peo 
pie at Once. 


A QUICK METHOD OF NEWS 


Stock Qu otation 
Distribu tion 
Made 
Possible by the Pou ison 
New Inv ention. 


Snecial to the Democrat. 
New York, Nov . 24.—Talking 
to 
fiv e hu ndred p eop le simu ltp nip u sly 
ov er the telep hone is the latest won­ 
der made p ossible by Valdemar Pou i­ 
son *s inv ention, the telegrap h one. 
A 
« p ecial ty p e of this machine, the talk­ 
ing telep hone, is to he u sed for dis­ 
tribu ting stock ex change qu otations 
and news matter. 
The 
telep hone 
designed for this 
p u rp ose has an endless steel band 
ru nning ov er two cy linders. 
The op ­ 
erator in the ex change talks off the 
qu otations into a transm itter. EJectro 
magnets record his v oice on the band 
which then p asses throu gh a series of 
rep rodu cing magnets attached to tele­ 
p hone wires ru nning to su bscribers* 
offices and ending in a large sou nde 
p laced on his desk. 
In this way the op erator can rep eat 
qu otations or other news to any nu m­ 
ber of su bscribers. 
They will at 
once know of any flu ctu ations of any 
p articu lar stock as they occu r on the 
floor of the ex change and cou ld, if 
necessary , reach the ex change long 
before the new^s wou ld hav e been de­ 
liv ered by the u su al ticker tap e. 
In 
fact the bu siness man will be able 
to go on with his work and at the 
same time hear what is going on at 
the ex change ju st the same as thou gh 
lie were p resent there. ' 
For sending ou t news disp atches 
the same 
ap p aratu s 
will be u sed. 
The new’s disp atcher will be able to 
talk to any nu mber of newsp ap er of­ 
fices at any distance cov ered by the 
telep hone wire, and messages caii be 
sent to as many as a thou sand p aiv 
ers at the same time. 
In case it is 
desired to keep a record of what is 
coming In, a telegrap hone will be 
attached » to the 
telep hone or tele­ 
grap h wire in the receiv ing ofllct. 
The telegrap hone 
will 
record and 
ftore the messages so that they can 
be ru n off any nu mber of times. 


B t f s i n e s s S a í e l 


Gre a t Bargains in Ev e ry De pa rtme nt 


O f all lines o t g o o ds we handle. 
W e are g o ing to quit bnsi- 
ness in Sedaha and o ur entire sto ck must be clo s:d o ut 
a t 
o nce and, to do so , the prices o n o ur g o o ds are cut until 
th e 
end is acco mplished. 


WE ARE SELLI NR FOR GOST 
Almo st ev ery line o f g o o ds we handle.' The few prices 
quo ted belo w are o nly an mdicatio n • o f what y o u will find 
in ev ery department o f o ur larg e sto ck. 


Office Supples 


Buy them no w while y o u can g et them cheap, 
it is o nly a little while until the first o f the y ear 
when y o u will need a new ledg er. Buy it no w and 
sav e mo ney . 


S5 .25 Ledg er; bo th paper and b i n d - A A 
ing ex cellent bM'g alns fo r 
.................... 


$3 J K) Ledg ers; first-class in ev ery A A A C 
respeet, fo r...................................... 


$275 Ledg er; smaller in size, may be A f A A 
just what y o u want, fo r 
.........................^ 
■■ v 
V 
$2.00 Ledg er; o ne o f best barg ainsp 
A 4 A C 
in this sale, o nly.......................................V ■■ v 
O 


6 00 Leadg er; o ne o f the small o nes, fo r 4 6 c 


Miscellaneo us Supplies 
/ 
Yo u can make a g reat sav ing in the little th in « 
y o u need by buy ing them 
no w. While they are 
cheap y o u can* make mo ney by g etting a supply fo r 
a y ear. 


$1.00 g ro ss Dex ter’s best steel pens, the 
C A ^ 
bestpmimade 
.................. 
- 
w V G 
7 6 c quart wilting fluid, warranted first- 
C A 
a 
class, o nly .j 
______________ 
O V w 


6 0c; per do zen Dex ter lead pencils, Jj j k 
C w ^ 
while they last fo r, jjer do zen 
. 


25 o and 
le ^ r files, the handy kind, 
# C ^ 
fo r i So and 
.......................... 
■ O G 
25 c clo tih bo und no v els, sto ries 
the 
4 
C m 
po pular autho i^, fo r o nly 
_______ ______ 
I I M S 


Walcli’s European Hotel 
WALCH BROS., Pro ps. 


Special Menu fo r To day . 


Blu e p oints 
Celery 
Oliv es 


So up 
Mock tu rtle 


Bo iled 
Short ribs of beet Horseradish sau ce 


MARQARBT McOONALD In May o r o f To kio '* at New Sedalia Theater 
To nig ht, 
t 


Entree 
Fillets of v eal 


Space will no t permit o ur quo ting prices o n ev ery thing , 
but, we inv ite y o u to co me and see what we hav e and g et 
o ur prices. 
Do n’t fo rg et we hav e a full line o f Bi’o les, 
Albums, Latest Wo jks o f Fictio n by the best writers. 
Beautiful Framed Pictures, Crepe Paper aud o thes thing s 
to o nqmero us to mentio n 
While They Last Nina lOe Ravele fa r 25e. 


100 E. Seco nd 
MacOUEEN 
Successo r to Dex ter 
Bo th 'Pho nes 
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A Ban o n the Chariv ari. 


Ro ast 
. 
Prime ribs of beef au ju s 
You ng chicken with oy ster dressing 
Cranberry sau ce 


Lobster salad 


Veqetablet 
Mashed iwtatoes 
Golden wax beans 
Honey drip corn 
Stewed p arsnip s 


Dessert 
Peach p ie 
Blackberry p ie 
Pineap p le ice 


Coffee 
Neu ftchu tel cheese 
Tea 
Milk 


Hiawatha, Kan., Nov . 24.—Robinson 
Is one town in Brown cou nty which 
p rop oses to do away with the chari­ 
v ari p arty , a form of rowdy ism that 
is v ery hard to check in the av erage 
small town. The Robinson city cou n­ 
cil has p assed an ordinance making it 
an offense to take p art In a chariv ari, 
p u nishable by a heav y fine. Othei 
tGwns in the cou nty may follow' Rob­ 
inson’s ex amp le 


A Ho rw Ov er the Fo o tlig hts. 


E ast St. Inois, II!., Nov . 24.—While 
a p erformanee was in p rogress at the 
Broadway op era hou se last night a 
horse, u tiliaed in the last act to draw 


the heioine in a bu ggy , became fright­ 
ened » and sp rang ov er the footlights 
into the orchestra. The heroine fell 
u nconsciou s to the stage and. three 
women in the au dience fainted, while 
the horse flou ndered arou nd In the or­ 
chestra p it demolishing chairs with 
its hcofs and creating ex citement in 
the theater. Presence of mind of a 
nu mber of men in seizing the ,horse, 
at the same time admonishing the p eo­ 
p le to sit down, p rev ented a p anic. 


Ro bbers Used the To rch. 
Charleston, W. Va., Nov , ?4.—The 
Adams Ex p ress office and the railroad 
station at Kay Ford was robbed of 
$6 ,000 
and 
bu rned 
today . Agent 
Adams was fou nd bou nd, with a bu l­ 
let wou nd in his leg. 


Santo s-Dumo nt Had. Bad Ludk, 


Paris, Nov . 24.—^Shirtos-DiOTCinf 
new'el his attem p t today to wda 
Grand Deu tch-Archdeacon p rbse ta r 
fly ing machines, which calls io r m 
flight of three-fiflhs of a mite and sw 
tu rn, bu t the p rop eller of tlie bmi- 
chine 
broke and 
the attempt w m 
abandoned. 
• 
^ 
» 


Ail Ultimatum i ot Mbro co a.. 


Tang ier, Mo iwco ; No r. 
24.—T ta 
members o f the diplo matic o o ipB t a 
day drew up a co llectiv e not m to to e 
Mo ro ccan g o v ernment d escn h i^ 
into lerable situatio n o f ftflain 
i m 
g ler and demanding that 
measures be taken to resto re 


J udg e Messerly ’s Birthday . 


Mrs. C. E. Messerly gav e a 7 o’clock 
dining last ev ening in honor of the 
anniv ersary of the birth of her hu s 
band, Ju dge C. E, Messerly . Cov ers 
were laid for six teen gu ests, and the 
menu was serv ed by Miss Caroly n 
Rembau gh. 


Programs, circu lars, cards or star 
tionery , or ar.y thing in the job p rint­ 
ing line. All ou r work shows taste 
and ability . W hat 
we do 
is done 
fight.—Thomas Printing C^., p rinters 
and engrav ers, 115 East Second street. 


Go ing fo r a Week’s Hunt. 


J. M. Chaney , a Kansas City lawy er, 
came down Satu rday and today is the 
gu est of Rev . D. M. Clagett. Tomor­ 
row Rev . Clagett and Mr. Chaney will 
eav e for a week’s hu nting trip in the 
northern p art of the cou nty . 


Mo rey Sale No v ember 28. 


On accou nt of bad weather the sale 
adv ertised by W alter Morey for Wed­ 
nesday , 
Nov ember 
21st, 
has 
been 
p ostp oned u ntii Wednesday , Nov em- 
>er 28 th. 


Fo r Rent—Front room fu rnished for 
tou r men; steam heat; $5 week. 
300 
W est Third stree t 
8 0 me o f the ChOnis Qtrls in "May o r o f To kio . 


--- 


SEOALIA S U N D A Y D E M O C R A T: 
S U N D A Y M O R N IN G , N O V E M B E R 25. 
ARE YOU READY FOR THANKSOIVING? 


.v '- 


• -Î ■ 
mmm 
iMM 


I 
: i' H 


' ' ' ' ■ 
'' ''' ' ' ^ 
". .. Â. , : jfmmm 


"'■'X 


J r.-*' 
. . . ' 


-‘ XXv’’* '* 
*1 •.’> 
I.,, ,v*y. 


\ 


I W ' 


Clo thing Ha v e Cha ng ed 
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Sin ce th at first memcrab le Th an k sg iv in g 
Day 


celeb ratio n b y .th e Pilg rims o n th e b leak sh o res 
o f Massach u setts? 
Ho w th o se stu rd y o ld 


settlers wo u ld o p en th eir ey es were th ey to see 


th e sty les o f th e p resen t d ay ? 


G reat Clo tliin g Maan factiircfS with 
th eir fo rce o f fash io n d esig n ers an d jo u rn ey men 
tu rn in g fo rth th o u san d s o f g armen ts in th e 


y ear were u n k n o wn at th at time. 
Ev ery h o me 
was its o wn tailo r sh o p , en d each man h ad h is 


clo th es mad e to meet h is o wn simp le tas’e. 


Do y o u need a Suit, a n 
Ov erco a t, Ha t, Glo v es, 
Ties ? 
Underwea r 


We are rig h t o n ed g e n o w with th e fin est asso rtmen t 
o f Su its, Ov erco ats an d Men ’s Fu rn ish in g s to b e fo u n d in 
th is city . 
Ev ery sectio n in th is sto re is p rep ared to meet 
th e fin al ru sh o f th o se men wh o are d esiro u s o f sp en d in g 


Th an k sg iv in g Day in n ew clo th in g . 
T O M O R R O W y o u can walk in to th is sto re an d ch o o se 


fro m a v ery larg e asso rtmen t mad e u p in a g reat man y d if­ 
feren t p attern effects, an d at a mu ch lo wer p rice th an it 
co st o u r fo refath ers o v er two h u n d red y ears ag o . 
It is 
in d eed so meth in g to b e th an k fu l fo r, an d th ere will t» e mo te 
cao se fo r th an k s fro m th o se men wh o p u rch ase fro m o u r 


g rea t sto ck. 


/’li en s 
$7.50 to $3 0.00 


v ere 
$7.50 to 
$3 5.00 


NOW-A-DAYS IT’ S, 
BARHES-KEM ClOISffl® 6§ H^I 
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Stefilio n * Cto th li® Co«» 
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